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WE MANUFACTURE LIGHTING EQUIPMENT 

FOR 
BANKS, PUBLIC BUILDINGS, CHURCHES, 
CLUBS, HOSPITALS, RESIDENCES, STORES, 
COMMERCIAL AND INDUSTRIAL PLANTS. 
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Our Studios, which are located in our manufacturing plant, cover an area of over 5,000 square feet. 

Rooms are completely furnished in the various period styles and the lighting equipment displayed is in keeping with the interior 
decorations. 

Visitors are welcome to inspect this "Fairyland of Light", where luminaires of every kind are suitably displayed. 

TELEGRAPH CODE 

Our registered cable address is "Brascolite, St. Louis, U. S. A." 

The use of the following phrase code words and the code words shown after each type of fixture will reduce your telegraph or cable 
expense and at the same time give us definite information. 

ADVISE AND ANSWER 



Align Advice by mail 

Allot Advice by telegram 

Aloof. Must have your reply at once 

Alpha Immediate reply requested to our letter of 

Amain Refer to your telegram 

Amass , ': Refer to our telegram 



Amble Please answer our telegram 

Amity Refer to your letter 

Angel Refer to our letter 

Anile Order is being held up awaiting your reply to our 

letter of 

Antic Advise 'if want shipment by Express 



Icing. Blue Prints have been mailed 

Idiotn Cancel order number 

Inapt Designs will go forward 

Inca. . , Full report will be ready by- 



Sftill Quote list price only 



INSTRUCTIONS 

Index Hold for further advice, order number 

Indie . .Referring to Designing Dept. Number 

Indue This must have immediate attention 

QUOTATIONS 

Quire Quote net price only 

SHIP AND SHIPMENTS 



r' (For figures see key 
below) 



Sable Change shipping directions 

Sack Duplicate order for — 

Saga Refer to your order number! 

Salad Refer to our order number 

Salic When will you ship? 

Sally How soon can you ship? 

Salon If you cannot ship at once, approximate shipping 

date 

Salvo Ship at once by express 

Satin Ship at once by freight 

Satyr Ship at once by Exp, C. O. 

Saxon Ship at once by Frt., B/L at 

Scamp Send Tracer after shipment 



D. 
attached 



Scan We can ship in following number of days 

Scene We will ship today 

Scorn We will ship tomorrow 

Scour. ........ We will ship latter part of week 

Scowl. . . We will ship early part of next week 

Scrap We will ship latter part of next week 

Sense We cannot promise to ship befqre 

Sepia We can make immediate shipment 

Shirk We made partial shipment on 

Skull We made complete shipment 

Slake . .Order was shipped on the following items about 

which we are writing you 
Slant Order will be shipped on the following items 

about which we are writing you 



For Telegraphic Figures Use the Following Key: 

BRASCOLITE 

1234567890 
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FOREWORD 




|N THIS CATALOG we show a large and varied assortment of luminaires suitable for 
practically every type of building. Many of the types illustrated are new and have 
never before been cataloged. Our fixtures are made from exclusive designs created by 
our expert engineers and designers, and many of them are covered by letters patent in 
the United States and foreign countries. 

ine of lighting equipment, which includes thousands of 
y a few examples of each kind to give an idea of the 
aster craftsmanship that enter into every fixture we 



CATALOG No. 15. 
Changes in Prices. 



Fixt. No. 
R-15 
R-58 
R-59 
R-176 

R-177 
R-178 
R-179 
R480 
R'i81 
R-264 
K-787 
K-857 
Changes in Specifications. 

Correct 
No. of Lts. Glass No. 
2 



Correct 
Price 
$150.00 
18.00 
22.50 
67.50 
107.00 
219.50 
37.50 
57.50 
124.50 
4.10 
10.40 
3.75 



Fixt. No. 
R-90 
R423 
R424 
R-425 
R426 



G2433 
G2434 
G2435 
G2436 



Illustrations of R768— R773 and R749— R756 
should be transposed. 

(Insert in Glassware List) 
Shade Size Price Material 

G 975 8x2>< $2 00 Porcelain Enamel 
G 976 9x2>< 2.50 Outside: Green 
G 977 10x3 }4 3.00 Inside: White 



nplates for every fixture illustrated in this catalog, so 
y of these items. With our large production capacity 
ire reduced to the minimum. 

r Facilities 

;ly equipped factory devoted to the manufacture 
/ operation from the raw material to the finished 
ilt into every fixture we make. Hundreds of skilled 
;e of their work, are employed in our eleven manu- 
•n machinery and improved methods of production 
ionable cost. Every fixture is thoroughly inspected 
ant, to insure perfect workmanship and safe delivery, 
fidently relied upon for immediate installation. 

y-two years of experience in manufacturing lighting 

which is considered suitable for any work under 
al designs will bring to you promptly such additional 

;nt, to assist you in the solution of any illuminating 



tent of Contents 

been arranged, as far as possible, to enable a selection 
; pages. For example, standards and outside lanterns 
id luminaires suitable for public buildings, hotels, 
lanesque and other types for churches will be found 



Industrolites. 



^u^uwces, Aglites, Magic-Lites, E-Lites, Concealites and 



For Hospitals, Schools and Commercial buildings we make glazed porcelain enameled fixtures 
of all kinds. Guth porcelain enameled units have a permanent high lustre finish that will not 
check, peel or tarnish. It can be applied to sheet iron, sheet steel, sheet copper and cast iron 
in practically any color. An extra charge must be made for matching colors other than our 
standard, unless a sufficient quantity of fixtures is ordered to absorb the additional cost of 
manufacture. 

All fixtures are furnished complete, with the exception of electric lamps. Chandeliers and 
brackets are wired, but not assembled — arms and sockets are supplied with enough wire 
extending to allow for connection in body. Ample wire is also furnished for stem of fixtures. 

It is optional with purchaser whether glassware illustrated is supplied with fixtures. If glass- 
ware shown is not desired, the full list price, as given on page %, may be deducted. 

Note: Brascolite, E-Lite, Magic Lite, Aglite and Noshadowlite are patented. Patents are pending on 
Maze-Light, Guth Reflector Flange and Station Lite. This catalog supersedes all previous 
catalogs and prices. Prices shown herein are subject to change without notice. 
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We design and manufacture plain and ornamental 

bronze tablets and signs of exceptional quality. 

Estimates and designs gladly furnished. 












No. Bl 4 Lights 

Cast Iron Shaft — Bronze Top 

Height 72' O. A. Diameter of Round Base 16* 

Finish— Painted Black 

Three G1050 6'x3i<* C. R. I. Glass Balls 

One G10S0 10'x6' C. R. I. Glass Ball 

Weatherproof Sockets and Bolts 

Price, $400.00. Code, Rabat, 

No. R2 4 Lights 

All Bronze Metal 

Finish F374 (Oiled Antique Bronze) 

Otherwise same specifications as above 

Price, S600.00 Code, Rabbi 



No. R3 3 Lights 

Bronze Metal 

Height 72' O. A. Width of Base 17 H' O. A. 

Finish F391 (Bank Bronze) 

G2405 18' Adam Etched Glass 

Keyless Sockets and Bolts 

Price, $325.00 Code. Rabid 





No. R6 1 Light 

Cast and Strap Iron 

Height 48" O. A. Diameter of Base 8" O. A. 

Finish — Painted Black 

G1050 10"x5" C. R. I. Glass Ball 

Weatherproof Socket and Bridge 

Price, S35.00 Code, Rager 

No. R7 1 Light 

Cast and Strap Bronze 

Finish F374 (Oiled Antique Bronze) 

Otherwise same specifications as above 

Price, S56.00 Code. Rahut 




'^ 
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No. R4 1 Light 

Cast Iron Shaft — Cast Bronze Cuirass 

Height 90" O. A Width of Base 16" O. A. 

Finish — Painted Black 

G1050 14"x7 C. R. I. Glass Ball 

Weatherproof Socket and Bolts 

Price, §190.00 Code, Radel 

No. R5 1 Light 

All Bronze— Shaft 16 Gauge 

Finish F374 (Oiled Antique Bronze) 

Otherwise same specifications as above 

Price, $360.00 Code. Radix 



No. R8 1 Light 

Cast and Strap Iron 

Height 16" O. A. Diameter of Base 8" O. A. 

Finish — Painted Black 

G1050 10"xo" C. R. I. Glass Ball 

Weatherproof Socket and Bridge 

Price, $27.00 Code. Raid 

No. R9 1 Light 

Cast and Strap Bronze 

Finish F374 (Oiled Antique Bronze) 

Otherwise same specifications as above 

Price, S45.00 Code, Rainy 




No. R10 1 Light 

Cast and Strap Iron 

Height 72" O. A Width of Base 14" O. A. 

Finish— Painted Black 

G1050 14"x6" C. R. 1. Glass Ball 

Weatherproof Socket and Base Bolts 

Price. $160.00 Code, Raith 

No. Rll 1 Light 

Cast Bronze 

Finish F374 (Oiled Antique Bronze) 

Otherwise same specifications as above 

Price. S370.00 Code. Rake 
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No. R12 1 Light 

Bronze Metal 

Height 48' O. A. Extends 21* O. A. 

Finish F374 (Oiled Antique Bronze) 

Open — No Glass 

Weatherproof Socket and Bolts 

Price, $468.00. Code, Rakow 






No. R15 1 Light 

Sheet Copper 

Height 34' O. A. Extends 14' O. A. 

Finish F374 (Oiled Antique Bronze) 

Cathedral Glass Panels 

Weatherproof Socket and Bolts 

Price, SI 25.00. Code, Rame 



No. R14 1 Light 

Iron and Copper 

Height 42' O. A. Extends 13' O. A. 

Finish F35S (Antique Iron and Bronze) 

Amber Cathedral Glass Lantern 

Weatherproof Socket and Bolts 

Price, $125.00 Code, Ramal 



No. R13 1 Light 

Iron and Copper 

Height 30' O. A. Extends 18* O. A. 

Finish F355 (Antique Iron and Bronze) 

Amber Cathedral Glass Lantern 

Weatherproof Socket and Bolts 

Price, $125.00 Code, Ralph 
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MAGIC-LITE 

MAZE-LITE 

INDUSTROLITE 




No. R17 1 Light 

Bronze Metal 

Height 27* O. A. Extends 14' O. A. 

Finish F374 (Oiled Antique Bronze) 

G1050 12*x6' C. R. I. Ball 

Weatherproof socket and bolts 

Price, $110.00 Code. Ramon 



No. R16 1 Light 

Bronze Metal 

Height 39' O. A. Extends 17 H' O. A. 

Finish F374 (Oiled Antique Bronze) 

Clear Cathedral Glass Panels 

Weatherproof Socket and Bolts 

Price, $250.00. Code, Ramio 



a 





No. R24 1 Light 

Iron — Finish — Painted Black 

Bronze Metal— Finish F374 (Oiled Antique Bronze) 

G1050 C. R. 1. Ball 

Weatherproof Socket and Bolts 

Height Extends Size 







O. A. 


O. A. 


Glass 


Price 


Code 
R^nge 


KM 


Iron 


23' 


10' 


9"x4" 


$20.00 


R26 


Bronze 


23' 


10' 


9'x4 v 


50.00 


Ranin 


R26 


Iron 


27' 


12H" 


10'xS' 


25.00 


Rank 


R27 


Bronze 


27' 


12J4* 


10'x5» 


62.50 


Ranny 




No. R22 1 Light 

Height 34* O. A. Extends 12' O. A. 

Iron — Finish — Painted Black 

Bronze Metal — Finish F374 (Oiled Antique Bronze) 

GI050 9'x4' C. R. 1. Glass Ball 

Weatherproof Socket, Joint and Bolt 

Price Code 

R22 Iron $ 70.00 Ranch 

R23 Bronze 200.00 Rand 










No. R18 1 Light 










Iron — Finish — Painted Black 








Bronze Metal — 


Finish F374 (Oiled Antique Bronze) 








G1050 C. R. I. Glass Ball 










Weatherproof Socket and Bolts 










Height 


Extends 










O. A. 


O. A. Size Glass 


Price 


Code 


R18 


Iron 


17H' 


10' 9*x4' 


$15.00 


Ramp 


R19 


Bronze 


mi* 


10' 9'x4' 


37.50 


Ramus 


R20 


Iron 


20' 


12H' 10'x5* 


20.00 


Ranal 


R21 


Bronze 


20* 


12}^' 10 'x5' 


50.00 


Ranee 







No. R28 1 Light 








Cast Iron 








Finish — Painted Black 








G1050 C. R. I. Glass Ball 








Weatherproof Socket and Bolts 






Height 


Extends 






O. A. 


O. A. Size Glass Price 


Code 


R28 


18' 


13' 10'x5' $20.00 


Raphe 


R29 


22' 


18* 12'x6' 32.50 


Rapic 


R30 


29' 


28* 16'x8' 85.00 


Rapt 
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No. R31 1 Light 

Iron and Copper 

Length 24*. Diameter 11^* O. A. 

Finish F355 (Antique Iron and Bronze) 

G2311 9'x12* Amber Antique Cylinder 

Weatherproof Socket and Joint 

Price, $39.50 Code, Rare 
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CV1ACIC-LITE 

MAZE-LITE 

INDUSTROLITE 




No. R34 1 Light 

Iron and Copper , 

Height 25' O. A. Extends 17' O. A. 

Finish F355 (Antique Iron and Bronze) 

G2311 9 r xl2' Amber Antique Cylinder 

Weatherproof Socket and Joint 

Price, $59.50 Code, Rasp 



No. R33 1 Light 

Copper 

Length 23'. Width of Top 14* O. A. 

Finish F374 (Oiled Antique Bronze) 

Beveled Plate Glass Panels 

Weatherproof Socket and Joint 

Price, $65.00 Code, Rash 




No. R36 1 Light 

Copper 

Length il% m O. A. Diameter 8M* O. 

Finish F374 (Oiled Antique Bronze) 

G700 6'x8' C. R. I. Glass Cylinder 

Weatherproof Socket and Joint 

Price, $26.00 Code, Rater 





Length 
O. A. 
E39 12' 
R40 UH" 



No. R39 1 Light 
Copper 
Finish F374 (Oiled Antique Bronze) 
C. R. I. Glass 
Receptacle and Bridge 
Diameter 
O. A. Glass Size 

$\4' G656 4M"x6'x3!i' 
1W G655 7'x8'x5' 



No. R43 1 Light 
Copper 
Length IS* O. A. Diameter U\i' O. 
Finish F374 (Oiled Antique Bronze) 
G700 5'x7' C. R. I. Glass Cylinder 
Weatherproof Socket and Joint 
Price, $19.00 Code. Ratro 



A. 



Price 

S 9.00 

15.00 



Code 
Rat mu 
Ratne 





No. R32 1 Light 

Copper 

Height 36' O. A. Extends 16' O. A. 

Finish F374 (Oiled Antique Bronze) 

Beveled Plate Glass Panels 

Weatherproof Socket and Joint Included 

Price, $86.00 Code, Rasen 



No. R35 1 Light 

Copper 

Height 26* O. A. Extends 11' O. A. 

Finish F374 (Oiled Antique Bronze) 

Leaded Clear Cathedral Glass Panels 

Weatherproof Socket and Joint 

Price, $73.00 Code, Ratch 



No. R37 1 Light 

Copper 

Height \t%' O. A. Extends 9' O. A. 

Finish F374 (Oiled Antique Bronze) 

G700 4'x6' C. R. I. Glass Cylinder 

Weatherproof Socket and Joint 

Price. $19.00 Code, Rath 



No. R38 1 Light 

Height 14%* O. A. Extends 10' O. A. 

G700 6*x8* C. R. I. Glass Cylinder 

Otherwise same specifications as above 

Price, $26.00 Code, Ratil 




No. R41 1 Light 

Copper 

Height 10M' O. A. Extends 714' O. A. 

Finish F374 (Oiled Antique Bronze) 

G656 4|^'x6'x3K' C. R. I. Glass 

Weatherproof Socket and Joint 

Price, $9.50 Code, Raton 

No. R42 1 Light 
Height 13* O. A. Extends 8*4" O. A. 

G055 7*x8'x5" C. R. I. Glass 

Otherwise same specifications as above 

Price, $15.50 Code, Ratpa 



No. R44 1 Light 

Copper 

Height ISM* O. A. Extends 1H' O. A. 

Finish F374 (Oiled Antique Bronze) 

G700 5*x7* C. R. I. Glass Cylinder 

Weatherproof Socket and Joint 

Price, SI 9.00 Code, Ratsu 



® 



^EdwinF.GuthCo. 



NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST. LOUIS = 



BRflSCOLITE 





No. R45 1 Light 

Bronze Metal 

Length 1V 2 ' O. A. Diameter 15'^" O. A. 

Finish F374 {Oiled Antique Bronze) 

G1715 12" Plain Radiant Glass 

Receptacle and Bridge 

Price, $30.00 Code, Rauda 








No. R53 


1 Light 










Brass 










Finish F22 (Brush Brass) 










R. O. Marbo Glass 










Receptacle and Bridge 










Flange 










Length 


Diameter 










O. A. 


O. A. . Glass 


Size 


Price 


Code 


R63 


m* 


6' G553 


6'x1H'x3H' 


$4.25 


Raven 


R64 


12' 


7' G5S4 


8'x9>^'x4' 


5.55 


Ravix 


R65 


14M' 


8" GS5S 


10'xl2'x5' 


7.85 


Rawal 


B56 


mi M 


9' G556 


12'xl4'x6' 


11.80 


Rawed 









No. 


R46 1 Light 












Brass 












Finish F22 (Brush 


Brass) 










Plain Radiant Glass 










Receptacle and Bridge 








Length 


Diameter 












O. A. 


O. A. 


Glass 


Size 


Price 


Code 


R46 


M' 


11 M* 


G1751 


8' 


S 9.00 


Rauga 


R47 


5* 


13H' 


G1752 


10' 


1 1 .50 


Raumc 


B48 


a\4' 


ISVi* 


G1753 


12' 


15.00 


Rauna 


R49 


7>r 


18' 


G1754 


14' 


20.00 


Raupo 


* 













No. 


R57 1 Light 












Brass 












Finish F125 (Antiq 


ne Bronze) 










Plain Radiant Glass 










Receptacle and 


Bridge 








Length 


Diameter 












O. A. 


O. A. 


Glass 


"Size 


Price 


Code 


R57 


m' 


10M' 


G1751 


8* 


$13.00 


Rawfa 


R58 


5' 


i23|; 


G1752 


10' 


16.00 


Rawn 


R59 


6V 2 ' 


14*1' 


G1753 


12' 


20.00 


Rawod 


R60 


m' 


l«j|* 


G1754 


14' 


30.00 


Rawpu 
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R60 
R51 
R52 



No. RCO 1 Light 
Copper 
Finish F374 (Oiled Antique Bronze) 
G1050 C. R. I. Glass Ball 
Receptacle and Bridge 
Dia. Flange Glass . Price 

7' 8"x4' $ 6.00 

8' 10'x5" 11.00 

9* 12*x6' 14.50 



Code 
Raura 
Rave 
Ravel 



No. R61 1 Light 

Brass— Finish F22 (Brush Brass) 

Copper — Finish F374 (Oiled Antique Bronze) 

G1050 C. R. I. Glass Bail 

Receptacle and Bridge 

Brass or Copper 
Dia, Flange Glass Price 

R61 6' fxZM' $2.00 

R62 7' 8'x4' 2.95 

R63 8' 10*x5' 6.35 

R64 9' 12'x6' 8.55 



Code 
Rawro 
Rayah 
Rayba 
Rayci 





( < I oi oi u 




i'l 






No. R66 1 Light 

Brass 

Finish F129 (Antique Gold) 

Adam Etched Glass 

Receptacle and Bridge 

Flange 



Diameter 

O. A. 

7' 

8" 

9' 



Glass 

G1128 

G1129 

G1130 

G1131 



Size 
8'x 9M'x4' 
10'xl2*x5' 
12'xl4'x6' 
14'xl7'x9' 




No. R70 1 Light 

Copper 

Length 9" O. A. Diameter 9* O. A, 

Finish F374 (Oiled Antique Bronze) 

G101 6"x8' Plain Radiant Glass 

Receptacle and Bridge 

Price, 815.00 Code, Rayni 




No. R65 1 Light 

Bronze Metal 

Length 72'. Diameter 18' O. A. 

Finish F374 (Oiled Antique Bronze) 

Clear Cathedral Glass Panels 

Weatherproof Socket and Joint 

Price, $235.00 Code, Rayed 



No. R71 1 Light 
Bronze Metal 
Height 60'. Diameter 15' O. A. 
Finish F125 (Antique Bronze) 
Clear Cathedral Glass Panels 

Keyless Socket and Joint 
Price, $210.00 Code, Rayon 



® 
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No. R73 1 Light 

Iron and Copper 

Length 30". Diameter 11" O. A. 

Finish F355 (Antique Iron and Bronze) 

Amber Cathedral Glass Lantern 

Keyless Socket and Joint 

Price, $50.00. Code, Razara 



No. R72 1 Light 

Brass 

Length 42*. Diameter 10* O. A. 

Finish F334 (Old Brass and Polychrome) 

Clear Plate Glass Lantern 

Keyless Socket and Joint 

Price. S58.00 Code, Rayud 





-Z^Edwin F.Guth Co. 



fewsreiitiika 



= NO PACKAGE CHARGES. PRICES ARE F.O.B.CARS ST. LOU IS = 



MACIC-LITE 

MAZE-LITE 

INDUSTROLITE 





No. R77 1 Light 

Bronze Metal 

Length 5' O. A. Diameter 5' O. A. 

Finish F12S (Antique Bronze) 

Receptacle and bridge 

Price, $5.50 Code, Razun 



4"xl> 



No. R74 1 Light 

Iron and Brass 

Length 24*. Diameter 10" O. A. 

Finish F368 (Antique Iron and Polychrome) 

Amber Cathedral Glass Lantern 

Keyless Socket and Joint 

Price, $,?6.00 Code, Razed 



No. R75 1 Light 

Iron and Brass 

Length 54*. Diameter 15* O. A. 

Finish F368 (Antique Iron and Polychrome) 

Amber Cathedral Glass Lantern 

Keyless Socket and Joint 

Price, SI 12.50 Code, Razil 



@ 



No. R76 4 Lights 

Brass 
Length 42*. Diameter 12' £" 

Finish F 149 (Antique Gold) 
G700 10*xl3* Clear Cylinder 
Candles. Kevless sockets and joint 
Price, $100.00 Code, Razor 





No. R79 1 Light 

Bronze Metal 

Length 26'. Diameter 12* O. A. 

Finish F374 (Oiled Antique Bronzfc) 

Clear Cathedral Glass Panels 

Weatherproof socket and joint 

Price, $155.00. Code, Reach 




No. R78 1 Light 

Copper and Bronze 

Length 42*. Diameter 13* O. A. 

Finish F374 (Oiled Antique Bronze) 

Clear Cathedral Glass Panels 

Weatherproof socket and joint 

Price, $ 1 08.00 Code, Reabo 



No. R80 1 Light 

Copper and Bronze 

Height 28*. Extends 14* O. A. 

Finish F374 (Oited Antique Bronze) 

Clear Cathedral Glass Panels 

Weatherproof socket, joint and bolt 

Price, $130.00 Code, Reaco 



© 
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No. W81 1 Light 

Brass 
Finish F149 (Antique Gold) 
Blue Medallion Etched Glass 
Medium Keyless Socket and Bridge 
Diameter 
Length O. A. Glass Size Price 

W81 19' 15* G2238 8' $ 96.00 

W82 21' 19^' G2240 12' 125.00 
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W85 
W86 



No. W86 1 Light 

Bronze Metal 

Finish F469 (Federal Bronze) 

Adam Etched Glass 

Medium Socket. Bridge included 

Length Diam. Glass Size Price 

12' 14' G2611 10' $49.00 

IS' 18' G2612 12' 62.00 



Code 
Wacon 

Wactu 



No. R90 1 Light 

Bronze 

Length 11'. Diameter 12' 

Finish F469 (Federal Bronze) 

G2607 12' Adam Etched Glass 

Medium Socket. Bridge Included 

Price, S51.00 Code, Reafa 



No. R84 2 Lights 

Brass 

Spread 10' O. A. 

Finish F149 (Antique Gold) 

xl J4' Candles. Pull Sockets and Hickey 

Price, $55.00 Code, React 






No. W83 9 Lights 

Brass 

Length 72'. Spread 30' 

Finish F149 (Antique Gold) 

G2241 14' Blue Medallion Etched Glass 

7 xl M Candles. Keyless sockets and joint 

Price, $675.00 Code, Wacha 





3 





No. R8.7 1 Light 

Bronze Metal 

Length 7' O. A. Diameter 10' O. A. 

Finish F469 (Federal Bronze) 

Receptacle and Bridge Included 

Price, $17.00 Code, Readu 



No. W88 6 Lights 
Bronze Metal 
Length 72'. Diameter 25'. Finish F469 (Federal Bronze) 

G2614 16' Adam Etched Glass 
Mogul Socket Center. Medium Sockets above Reflectors 
Joint Included 
Price, S265.00 Code, Wadoc 

No. W89 5 Lights 

Bronze Metal 

Length 72'. Diameter 18' 

G2612 12' Adam Etched Glass 

All medium sockets 

Otherwise same specifications as above 

Price, S2 14.00 Code, Wagar 



No. R91 1 Light 

Bronze Metal 

Extends 10' O. A. 

Finish F469 (Federal Bronze) 

G260S 8* Adam Etched Glass 

Pull Socket and Joint 

Price, $31.00 Code, Reagi 



© 
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No. R100 3 Lights 

Bronze Metal 

Extends 10' O. A. 

Finish F125 (Antique Bronze) 

Keyless Cluster. Joint included 

Price, $40.50 Code, Reaks 





No. R102 2 LightB 

Compo 

Spread 12' O. A. Height 16* O. A. 

Finish C7 (Verde Gold) 

Keyless Sockets and Joint 

Price, S28.O0 Code, Realm 

Canopy switch furnished at $2.50 additional 





No. R103 1 Light 

Compo 

Height 16* O. A. Extends 7' O. A. 

Finish C7 (Verde Gold) 

Keyless Socket and Joint 

Price, $15.00 Code, Ream 

Canopy Switch Furnished at S2.50 Additional 



No. W92 1 Light 

Compo 
Finish C2 (Old Gold) 
Reflector, White Glazed Porcelain Enamel 
Translucent Glass Bowl of Tuscan Design 



_ Size-Watts 

W92 100-200 Medium Socket 
W93 200 Medium Socket 

W94 300 Mogul Socket 

W95 400-500 Mogul Socket 



Out. 

Lgth. Diam. 

Feet Inches 

5 18 

5 23 

5 23 

28 



Glass 
G765 
G764 
G764 
G763 



Bowl 

Diam. 

Inches 

a 
ii 

14 



Price 
$45.00 
53.00 
53.00 
75,00 



Additional length, per foot. $1.00. Pull switch furnished at $1.60 lis^additioS 



Code 
Waged 
Wag no 
Wagol 
Wahur 



No. R101 5 Lights 

Bronze Metal 

Length 60'. Spread 20' 

r4™ 1S „ h ,, Fl 2 5 Antique Bronze) 

<^729 U x6 Adam Etched Glass 

Keyless Sockets and Joint 

Price, $375.00 Code, Reala 



Any "Sprayed Bronze" Finish on Compo Fixtures 
without extra charge. Old Ivory 10% additional. 
Burnished Gold Leaf Finishes, 25% Additional. 



No. W104 
Compo 

Finish C7 (Verde Gold) 

Fret Old Ivory 

Reflector White Glazed Porcelain Enamel 

Adam Relief Etched Bowl 



No. W96 

Is Type W92 up to Arrow 



_ Size Watts 

W96 100-200 Medium Socket 
W97 200 Medium Socket 

W98 300 Mogul Socket 

W99 400-500 Mogul Socket 



Out. Dia. 
Inches 
18 
23 
23 
28 



Glass 
G765 
G764 
'G764 
G763 



Bowl Dia. 
Inches 
8H 
11 
11 
14 



Price 
$28.00 
36.00 
36.00 
58.00 



Code 
Wairn 
Waize 
Walas 
Waler 



Watts Skt. 
W104 100 200 Med. 
W105 200 Med. 

W106 300 Mog. 

W107 400-500 Mog. 



Length 
Feet 



Out. 
Diam. 
Inches 

17 

21 

21 

25 




No. W108 
Same as No. W104 without upper lights 



Out. Dia. 




Size Bowl 




Inches 


Glass 


Inches Price 


Code 


W108 17 


G1224 


10 $56.25 


Wantu 


W109 21 


G1225 


12 67.00 


Warby 


WHO 21 


G1225 


12 67.00 


Warca 


Will 25 


G1226 


14 93.50 


Wardo 



Glass 

G1224 

GI225 

G1225 

G1226 
Additional length per foot, $2.00 
Pull Switch $1.60 List Additional 



Size 

Bowl 

Inches 

10 

12 

12 

14 



Additional length, per foot. $2.00 
Pull Switch, $1.60 List Additional 



No. W112 

Same as No. W104 up to Arrow — Ceiling Type 





Out. 




Size 








Diam. 




Bowl 








Inches 


Glass 


Inches 


Price 


Code 


W112 


17 


G1224 


10 


$36.00 


Warge 


W113 


21 


G1225 


12 


45.00 


Waron 


W114 


21 


G1225 


12 


45.00 


Wasal 


W116 


25 


G1226 


14 


67.00 


Wasen 



No. W104 



@ 



© 
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MACIC-LITE 

MAZE-LITE 

INDUSTROLITE 



No. E116 4 Lights 

Compo 

Height 22* O. A. Extends 15' 

Finish C7 (Verde Gold) 

Keyless Sockets and Joint 

Price, $40.00 Code, Reano 

Canopy Switch Furnished at 12.50 Additional 




No. R117 6 Lights 

Compo 

Height 28' O. A. Extends 16' 

Finish C7 (Verde Gold) 

One S'xlM' and four4'xl^' Candles 

Joint included 

Price, S40.00 Code, Reap 

Canopy Switch Furnished at $2.50 Additional 





No. X118 
Winches 
tu J, raisin B and lowering large fixtures 
The No. 1 small size will sustain 750 lbs. 
Ihe No. 2 size is larger and will lift 1500 lbs. 
(Has steel cut gear and cut bronze worm) 
yho w u Price Code 

IJJo w!' lC t $37.50 Xabar 

I ) T, h ■ ■ ,2S0 ° Xadel 

hteel cable is not included in above prices 



Note — Any "Sprayed Bronze" Finish 
on Compo Fixtures without extra charge 
2,A vor ¥ l0<7 ° Additional. Burnished 
Gold Leaf Finishes, 25% Additional. 





No. W120 7 Lights 

Compo 

Finish C7 (Verde Gold) 

Reflectors, White Glazed Porcelain Enamel 

Translucent Glass Bowl of Italian Embossed Design 

Out. 
Lgth. Diam. 
Size-Watts Ft. Ft Glass Rnu'la 

1-400-500 Mogul Socket, and 1 J G 13 68 UH' 

6-100-200 Medium Socket / 8 5 G1367 ¥ 

Price, $350.00 Code, Wasic 
3-inch Iron Loop and Stem 15 inches above the Canopy 
Included. Additional Length, per foot, S2.00 



W120 



No. W121 

Is the same as W120 without the Compo Crown on body 

Price, $315.00 Code, Wasof 

Extra sockets and husks around top of band as on Type W104 

at $6.00 each additional 



No. R122 6 Lights 

Bronze Metal 

Height 26' O. A. Extends 1 1 ' O. A 

Finish F305 (Hibernia Bronze) 

Keyless sockets and joint 

Price, $100.00 Code, Reaqa 




No. R124 12 Lights 

Bronze Metal 

Length 17' O. A. Diameter 18' O. A. 

Finish F305 (Hibernia Bronze) 

Keyless Sockets and Joint 

Price, $150.00 Code, Reasa 



No. E123 20 Lights 

Bronze Metal 

Length 60'. Diameter 26* O. A. 

Finish F305 (Hibernia Bronze) 

Keyless Sockets and Joint 

Price, $320.00 Code, Rear 



© 
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MAGIC-LITE 

MAZE-LITE 
INDUSTROLITE 










No. R129 1 Light 

Brass 

Length 11* Diameter 12' O. A. 

Finish F333 (Old Bronze and Polychrome) 

Receptacle and Bridge 

Price; $40.00 Code, Reban 



No. R127 3 Lights 

Brass 

Height 22^' O. A. Extends 6 O. A 

Finish F333 (Old Bronze and Polychrome) 

Pull Chain, Sockets and Joint 

Price, $57.50 Code. Reawe 




s^ii^; *m 



l^-3> 



No. R126 9 Lights 

Bronze Metal 

Length 60*. Diameter 20* O. A. 

Finish F305 (Hibernia Bronze) 

Keyless Sockets and Joint 

Price, $200.00 Code, Reatu 



No. R126 12 Lights 
Bronze Metal 
Length 48*. Diameter 28' O. A. 
Finish F305 (Hibernia Bronze) 

Keyless Sockets and Joint 
Price. $260.00 Code, Reave 







No. R128 13 Lights 

Brass 

Length 60'. Diameter 36' O. A. 

Finish F333 (Old Bronze and Polychrome) 

Keyless Sockets and Joint 

Price, $280.00 Code, Rebab 

No. R128-A 13 Lights 

Compo Body — Brass Hanger 

Otherwise same specifications as above 

Price, $180.00 Code, Rebaf 
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MAGIC -LITE 

MAZE-LITE 
INDUSTROLITE 




No. B130 1 Light 

Bronze Metal 

Length 10" O. A. Diameter & l A' O. A. 

Finish F125 (Antique Bronze) 

Keyless Socket and Bridge 

Price, S25.50 Code, Rebat 



No. R131 1 Light 

Compo 

Same specifications as above 

Price. $11.00 Code, Rebas 





No. R-136 6 Lights 

Bronze Metal 

Length Id" O. A. Diameter 15* O. A. 

Finish F125 (Antique Bronze) 

Keyless Sockets and Joint 

Price, $52.50 Code, Rebon 



No. R137 6 Lights 

Compo 

Same specifications as above 

Price, $25.00 Code, Rebut 



No. R132 1 Light 
Bronze Metal 
Height ll'O.A. Extends 9" O. A. 
Finish F125 (Antique Bronze) 
G2689 6M*x2M' Adam Etched Glass 
Pull Socket and Joint 
Price, $25.00 Code, Rebec 

No. R133 1 Light 

Compo 

Same specifications as above 

Price, $20.00 Code, Rebel 



No. R134 6 Lights 

Bronze Metal 

Length 30' O. A. Diameter 15' O. A. 

Finish F125 (Antique Bronze) 

Keyless Sockets and Joint 
Price. $82.50 Code, Rebem 



No. R135 6 Lights 

Compo 

Same specifications as above 

Price, $40.00 Code, Rebit 






No. R142 1 Light 

Brass 

Length 12'. Diameter 7* O. A. 

Finish F125 (Antique Bronze) 

Receptacle and Bridge 

Price, $20.00 Code. Reck 



No. R140 8 Lights 

Brass 

Length 18* O. A. Diameter 18* O. A. 

Finish F125 (Antique Bronze) 

Keyless Sockets and Joint 

Price, $80.00 Code, Recen 





No. R138 1 Light 

Bronze Metal 

Height 9' O. A. Extends 8' O.A. 

Finish F125 (Antique Bronze) 

Pull socket and joint 

Price. $20.50 Code, Rebux 



No. R139 1 Light 

Compo 

Same specifications as above 

Price, $15.00 Code, Recad 





No. R141 1 Light 

Brass 

Height 20* O. A. Extends 9H' O. A. 

Finish F125 (Antique Bronze) 

G2693 8*x2Ji* Adam Etched Glass 

Pull Socket and Joint 

Price, $35.50 Code. Recix 



No. R143 3 Lights 

Brass 
Height 22' O. A. Extends 14* O. A. 

Finish F125 (Antique Bronze) 

.G2103 13* Adam Etched Glass 

Kevless Cluster and Joint 

Price. S67.00 Code, Recku 
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No. H147 1 Light 

Brass 

Finish F334 (Old Brass and Polychrome) 

Adam Etched Glass 

Keyless Socket and Joint 





Length 


Diameter 


Glass 


Size 


Price 


Code 


R147 


25' 


7* 


G1334 


7'x4' 


$30.50 


Recub 


R148 


27K' 


11* 


G729 


U'x6* 


38.50 


Recmn 


R149 


33V 2 ' 


14' 


G730 


14'x7' 


44.50 


Recut 




No. R153 

Brass 

Finish F334 (Old Brass and Polychrome) 

Adam Etched Glass 

Keyless Socket and Joint 





Length Diam. 




Size 








Lights Ins. Ins. 


Glass 


Ins. 


Price 


Code 


R163 


1 18 7 


G1334 


7x4 


$24.00 


Rede 


R164 


1 20 11 


G729- 


11x6 


35.00 


Red em 


R155 


1 23 14 


G730 


14x7 


47.50 


Redia 


R156 


4 32 20 


G731 


20x10 


94.50 


Redly 




Lights Inches 
R169 1 2014 
R160 1 24 
R161 4 32 



No. R159 

Brass 

Finish F334 (Old Brass and Polychrome) 

Adam Etched Glass 

Keyless Socket and Bridge 

Lgth, Diam. 

Inches Glass Size Price 

14 G729 H*x6' $ 51.50 
17 G730 14'x7* 75.00 

27 G731 20'xl0' 144.50 



Code 
Redux 
Red wo 
Redye 







No. R144 










Brass 






■ 




Finish F334 (Old Brass and Polychrome) 


• 






Adam Etched Glass 










Keyless Socket and»Joint 










Length Diam. Glass Size 


Price 


Code 


R144 


1 light 


48' 14' G729 11 'x6' 


S 77.50 


Recla 


R145 


1 light 


60' 17' G730 14'x7' 


102.00 


Recne 


R146 


4 lights 


72' 27' G731 20'xl0* 


186.50 


Recto 



R1S0 
R161 
R152 



1 light 
1 light 
4 lights 



No. R150 






Brass 






Finish F334 (Old Brass and Polychrome) 






Adam Etched Glass 






Keyless Socket and Joint 






Length Diam. Glass Size 


Price 


Code 


48' 11' G729 U'x6' 


S 61.50 


Recva 


60* 14' G730 14'x7' 


74.50 


Redal 


s 72* 20' G731 20*xl0* 


136.50 


Redan 




No. R168 1 Light 

Brass 

Length 7* O. A. Diameter 5* 

Finish F334 (Old Brass and Polychrome) 

Receptacle and Bridge 

Price, $4.00 Code, Redud 




No. R167 1 Light 

Brass 

Height 21' O. A. Extends 12' O. A. 

Finish F334 (Old Brass and Polychrome) 

G1334 7'x4* Adam Etched Glass 

Keyless Socket and Joint 

Price. $44.00 Code, Redof 



No. R162 1 Light 
Brass 
Finish F334 (Old Brass and Polychrome) 
Adam Etched Glass 
■ Pull Socket and joint 
Height Extends 
O. A. O. A. Glass Size Price 

R162 11' 10' G768 7'x2H" $26.50 

R163 13M' 12' G769 10'x3M' 30.00 



Code 
Reeda 
Reedy 




¥ki 
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No. R182 1 Light 




Finish 


Bronze) 






R. O. Marbo Glass 




Mediurr 


Socket, Receptacle and Bridge 






Canopy 






Length 


Diam. Glass 


Size Price 


Code 


R182 Bronze 14' 


6*A' G554 


8"x4" S 13.00 


Regaz 


R183 Compo 14' 


6V 2 ' G554 


8*x4* 10.00 


Regem 


R184 Bronze 16' 


8* G555 


10*x5' 21.85 


Regeo 


R185 Compo 16' 


8' G555 


10*x5' 13.85 


Reget 


R186 Bronze 19' 


10' GS56 


12'x6* 31.85 


Regev 


R187 Compo 19' 


10' G556 


12'x6' 19.85 


Reggu 



No. R164 

Bronze Metal 

With Cuirass 

Finish F305 (Hibernia Bronze) 

Adam Etched Glass 

Medium Keyless Socket and Joint 

Lts. Lgth. Dia. Glass Size Price 

B164 1 27' 14' G729 ll'x 6* $80.00 

R166 1 36' 18" G730 14'x T 122.00 

R166 4 49' 25' G731 20'xlO' 237.00 

No. R167 

Without Cuirass 

Otherwise same specifications as above 

Lts. Lgth. Dia. Glass Size Price 

R167 1 27' 14' G729 ll'x 6' $50.50 

R168 l 36' 18' G730 14'x 7' 72.50 

R169 4 49* 25' G731 20'xl0' 142.00 



Code 
Reef 
Reefu 
Reek 



Code 
Reeko 
Reeve 
Refal 



m 




No. R176 
Bronze Metal 
With Cuirass 
Finish F305 (Hibernia Bronze) 
Adam Etched Glass 
Medium Keyless Socket and Bridge 
Lts. Lgth. Dia. Glass Size Price 
R176 1 21* .11' G729 ll'x 6' $37.50 
R177 1 26' 14' G730 14'x 7' 57.50 
R178 4 39' 20' G731 20'xlO* 124.50 

No. R179 

Without Cuirass 

Otherwise same specifications as above 

Lts. Lgth. Dia. Glass Size Price 

R179 1 21' 11* G729 ll'x 6' S67.50 

R180 1 26' 14' G730 14'x 7' 107.00 

R181 4 39* 20' G731 20*xl0* 219.50 



Code 
Refon 
Refra 
Regad 



Code 
Regal 
Regap 
Regar 



No. R188 1 Light 

Mogul Socket, Receptacle and Bridge 
Otherwise same specifications as above 
Canopy 
Length Diam. Glass Size Price 
R188 Bronze 21" 12" G557 14"x9" $48.25 
R189 Compo 22" 12" G557 14"x9" 30.25 




No. R170 
Bronze Metal 
With Cuirass 
Finish F305 (Hibernia Bronze) 
Adam Etched Glass 
Medium Keyless Socket and Joint 
Lights Length Diameter Glass Size 

R170 1 48* 14* G729 ll'x 6* 

R171 1 60* 18' G730 14'x V 

R172 4 72' 25' G731 20'xlO* 



Price 

$ 87.50 

132.00 

249 . 50 



R173 
R174 
R175 



No. R17S 

Without Cuirass 

Otherwise same specifications as above 

Lights Length Diameter Glass Size Price 

1 48' 14' G729 ll'x 6' S 57.50 

1 60' 18' G730 14'x 7' 82.50 

4 72* 25' G731 20'xlO* 154.50 



Code 
Refan 
Refar 
Refed 



Code 
Refit 
Refix 

Refio 



No. R190 1 Light 

Bronze Metal 

Length 5M' O. A. Diameter SH' O. A. 

Finish F125 (Antique Bronze) 

Receptacle and Bridge 

Price, $5.00 Code, Regia 



No. RIM 1 Light 

Compo 

Same specifications as above 

Price, $2.75 Code, Regid 











No. R200 1 Light 








Finish F 


e Bronze) 










R. O. Marbo Glass 








Medium Keyless Socket and Joint 










Crown 








Length 


Diam. Glass 


Size Price 


Code 


R200 


Bronze 


24* 


dV 2 ' G554 


8'x4' $19.00 


Regpu 


R201 


Compo 


24' 


6 l A' GS54 


8'x4' 14.00 


Regsa 


R202 


Bronze 


26' 


8' G555 


10'x5' 28.85 


Regur 


R203 


Compo 


26' 


8' G555 


10'x5'. 18.85 


Reham 


R204 


Bronze 


32* 


10' G556 


12 r x6' 38.85 


Rehed 


R205 


Compo 


32 » 


10' G556 


12'x6' 25,85 


Rehil 



No. R206 

Mogul Keyless Socket and Joint 
Otherwise same specifications as above 

Crown 
Length Diam. Glass Size Price 
R206 Bronze 35' 12' G557 14'x9' $55.50 

R207 Compo 35' 12' G557 14'x9' 38.50 



Code 
Rehob 
Rehun 



No. R192 1 Light 

Length 48*. Finish F125 (Antique Bronze) 
K. O. Marbo Glass 
Medium Keyless Socket and Joint 



R192 
R193 
R194 
R195 
R196 
R197 
TR198 
IR199 



Bronze 
Compo 
Bronze 
Compo 
Bronze 
Compo 
Bronze 
Compo 



Crown Diam. 
6^' 

m" 

8' 

8' 
10' 
10' 
12' 
12' 



Glass 
G554 
G554 
G555 
G555 
G556 
G556 
G557 
G557 



Size 
8*x4' 
8*x4' 
10*x5' 
10'x5' 
12*x6* 
12*x6* 
14*x9* 
14*x9* 



Price 
$23.00 
16,00 
31.85 
21.85 
41.85 
26.85 
58 . 50 
40.50 



Code 
Regie 
Regin 
Reg jo 
Regka 
Regla 
Reg ma 
Regno 
Regol 



t Has Mogul Socket 
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R208 
R209 
E210 

IR211 



No. R208 1 Light 

Compo 

Finish C17 (Antique Bronze) 

Adam Etched Glass 

Receptacle and Bridge 

Length Canopy 

O. A. Diam. Glass Size 

13* &y 2 ' G1128 8'x4' 

15* 8^" G1129 10'x5* 

18^' 11 s G1130 12'x6* 

21' 11* G1131 14*x9* 



t Has Mogul Socket 



u 





No. R216 1 Light 

Compo 

Height IS' O. A. Extends 11' O. A. 

Finish CI 7 (Antique Bronze) 

Gil 28 8*x4' Adam Etched Glass 

Keyless Socket and Joint 

Price, $31.50 Code. Reiju 




R218 
R219 



No. R218 

Brass 

Spread 11' O. A. 

Finish F332 (Old Silver and Polychrome) 

5'xlM' Candles. Pull Sockets and Hickey 

2 lights $130.00 Code, Reila 

3 lights 175.00 Code, Reims 









b 




iff 




No. R212 3 Lights 

Compo 

Height 19" O. A. Extends 11' O. A. 

Finish C17 (Antique Bronze) 

S'xtM' Candles 

Keyless Sockets and Joint 

Price, $32.00 Code, Reify 



R213 

R214 
fR215 



Length Diam. 
60' 17' 
60' 21* 
72' 25' 



No. R213 1 Light 

Compo 

Finish CI 7 (Antique Bronze) 

Adam Etched Glass 

Medium Keyless Socket and Joint 



No. R217 1 Light 
Compo 
Length 5H' O. A. Diameter 6* O. A. 
Finish C17 (Antique Bronze) 
Receptacle and Bridge 
Price, $2.75 Code. Reike 



Glass 
G1129 
G1130 
G1131 



Size 
10'x5' 
12'x6* 
14*x9" 



Price 

$47.75 

57.75 

77.25 



Code 
Reign 
Reiga 
Rciho 



t Has Mogul Socket 




No. R221 6 Lights 

Brass 

Length 26'. Spread 18' 

Finish F332 (Old Silver and Polychrome) 

Silk Tassels Color desired 

Keyless Sockets and Joint 

Price, $375,00 Code, Rejam 



No. R220 6 Lights 

Brass 

Length 48'. Spread 22' 

Finish F332 (Old Silver and Polychrome) 

Silk Cord Stem and Tassels Color desired 

6'xlJ4' Candles. Keyless Sockets and Joint 

Price, $650.00 Code, Reink 



© 




z**Edwin FGuth Co; 

I LIGHTING EQUIPMENT != 
. ST. LOUIS. U.S.A. J) 



NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST. LOU IS 



R222 
E223 






= NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST.LOUIS ^ 



MAGIC-LITE 

MAZE-LITE 
INDUSTROLITE 



No. E226 
Brass 
Spread 15' O. A. 
Finish F442 (English Brass) 
6'xlM" Candles. Pull Sockets and Hickey 

2 lights $50.00 Code, Rekem 

3 1ights 67.00 Code, Rekog 



No. R228 3 Lights ., 

Brass 

Extends 9' 

Finish F333 (Old Bronze and Polychrome) 

TxlH" Candles. Pull Sockets and Joint 

Price, $26.50 Code, Relap 



No. R232 2 Lights 

Brass 

Spread 12' O. A. 

Finish F442 (English Brass) 

6'xlJ-l* Candles. Pull Sockets and 

Hickey 

Price, $44.00 Code, Relly 



R224 
R225 



No. R224 

Brass 

Length 48'. Spread 22' 

Finish F442 (English Brass) 

7'xlK' Candles. Keyless Sockets and Joint 

Slights $132.00 Code, Rejug 

ol'ghts 149.50 Code, Rekal 




R229 
R230 



No. R231 6 Lights 

Brass 

Length 48'. Spread 18" 

Finish F442 (English Brass) 

7'xlJ^' Candles. Keyless Sockets and Joint 

Price. $144.00 Code, Relic 



<§) 



R222 
R223 




R224 
R225 



No. R224 

Brass 

Length 48'. Spread 22* 

,, Finish F442 (English Brass) 

7 xlM Candles. Keyless Sockets and Joint 

5 lights $132.00 Code, Rejug 

6 lights 149.50 Code, Rekal 



No. R231 6 Lights 

Brass 

Length 48'. Spread 18' 

Finish F442 (English Brass) 

7 'x 1 \i ' Candles. Keyless Sockets and Joint 

Price, S144.00 Code, Relic 



^EdwinF.GuthCo: 
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BRflSCOLITE 




No. R233 4 Lights 

Brass 

Length 15'. Spread 17* 

Finish F368 (Antique Iron and Polychrome) 

Keyless Sockets and Joint 

Price. $65.00 Code, Relora 




No. R23G 2 Lights 

Brass 

Spread 9' O. A. 



Finish F368 (Antique Iron and Polychrome) 

4*xl M" Candles. Pull Sockets and Joint 

Price, $37.50 Code, Remex 




No. R234 2 Lights 

Brass 

Spread 9' O. A. 

Finish F368 (Antique Iron and Polychrome) 

4'xl^" Candles. Pull Sockets and Bolt 

Price. $35.00 Code, Relux 




»**Edwin F.Guth Co. 

LIGHTING EQUIPMENT Is 
ST. LOUIS. U.S.A. , 



NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST. LOUIS = 



MAGIC-LITE 
MAZE-LITE 

INDUSTROLITE 



No. R235 4 Lights 

Brass and Iron 

Length 42*. Spread 17' 

Finish F368 (Antique Iron and Polychrome) 

5 xl>4' Candles. Keyless Sockets and Joint 

Price, $70.00 Code, Remal 




No. R237 3 Lights 

Brass 

Length 42'. Spread 17' O. A. 

Finish F334 (Old Brass and Polychrome) 

G1631 17' Calcite Etched Glass 

Kevless Sockets and Joint 

Price. $58.50 Code, Remid 



No. R238 3 Lights 

Brass 

Length 42'. Spread 18' O. A. 

Finish F149 (Antique Gold) 

G1628 18" Calcite Etched Glass 

Keyless Sockets and Joint 

Price, $72.50 Code, Remna 



^Edwin F.GuthCo. 
lighting equipment 

. ST. LOUIS. U.S.A. \ 
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MAGIC-LITE 
MAZE-LITE 

INDUSTROLITE 




No. R241 1 Light 

Brass 

Height 16* Diameter Weighted Base, 6* x 7' 

Finish F12S (Antique Bronze) 

Pull Socket, Cord and Plug 

Price, $42.00 Code — Remus 




No. R245 1 Light 

Brass 

Height 16* Diameter Weighted Base 6" x 7* 

Finish F125 (Antique Bronze) 

Pull Socket. Cord and Plug 

Price, $33.50 Code, Return 




No. R241 



No. R245 



JAK 




No. R239 4 Lights 

Bronze 

Length 36*. Height 28' O. A. 

Finish F125 (Antique Bronze) 

Rippled Polished Aluminum Inside Reflector 

Ground Glass Diffusers 

2 Twin Pull Sockets 3' long, running thread below base and Double Lock Nuts 

Ink Wells and Perpetual Calendar Included 

Price, $210.00 Code, Remot 





No. B242 2 Lights 

Brass 

Height, 24' Reflector, 15' long 

Finish F391 (Bank Bronze) 

Rippled Aluminum Lined — Ground Glass Diffusing Plate 

Twin Pull Socket and Screws 

Price. $27.50 Code, Remvi 



No, R246 1 Light 

Cast Aluminum, Porcelain Enameled 

Height 15} 4* Diameter Base 6}-g* 

Reflector Shade 9* Long, 5* Wide 

Inside Finished in White Porcelain Enamel 

Pull Chain Socket and 6' Parallel Silk Cord with Plug included 

Price Code 

R246 Finish Fl 42 (Olive Green) $15.00 Renbu 

R247 Finish C28 (Russet Bronze) 15.00 Rency 

In standard carton of two lamps containing one of each finish. 
Standard package consisting of 12 lamps, $150.00 





No. R246 



No. R243 1 Light 

Brass 

Height ISM* Diameter Weighted Base 5^g* 

G1674 Metal Eye Shade Sprayed Aluminum Inside 

Key Socket, 6 ft. Cord and Plug 

Price Code 

R243 Finish F22 (Brush Brass) $7.00 Remwo 

R244 Finish F125 (Antique Bronze) 7.50 Remxa 




No. R248 1 Light 

Brass 

Height 15%* Diameter Weighted Base 5%* 

G1674 Metal Eve Shade Spraved Aluminum Inside 

6 ft. Cord and Plug 

Price Code 

R248 Finish F22 (Brush Brass) S7.50 Rendu 

R249 Finish F125 (Antique Bronze) 8.00 Renee 




No. R248 



& 



1 




NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST. LOU IS = 



mrnTcnrnifF^ 



j^mm^ 




No. R250 1 Light 

Bronze 

Diameter Wall Plate 5' Extends S l 4' O. A. 

Finish F12S (Antique Bronze) 

Pull Socket and Bridge 
Price, SI 1.00 Code, Renfa 





■ No. R263 1 Light 

Bronze 

Extends 9* O. A. Canopy 6* Diameter 

Finish F125 (Antique Bronze) 

Pull Socket and Bridge 

Price, $27.50 Code, Renil 



- \ 



No. R251 2 Lights 

Copper 

Extends 12' O. A. Reflector IS* Long 

Finish F391 (Bank Bronze) 

Rippled Aluminum Lined. Ground Glass Diffusing Plates 

Twin Pull Socket and Joint 

Price, S20.00 Code, Rengo 





No. R254 1 Light 

Brass and Steel 

Extends 10" O. A. Reflector 9* Long 

Finish F125 (Antique Bronze) 

Reflector Porcelain Enameled, Brown Outside, White Inside 

Pull Socket and Joint 

Price, S10.00 Code, Renku 



No. R252 1 Light 

Brass 

Extends 9* Canopy A X A' 

Finish F22 (Brush Brass) 

G355 6'k2]4' C. R. I. Shade 

Key Socket, 2 l 4" Holder and Joint 

Price, S4.50 Code, Renha 





No. R255 1 Light 

Brass 

Extends 9" O. A. Canopv 5* Diameter 

Finish F22 (Brush Brass) 

G2822 6'x2kT Opal Shade 

Key Socket and Joint 

Price, S5.00 Code, Renovv 
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1 



L 








No. R267 

Height 4W Extends 6' 

Steel — Finish F485 (Spraved Bank Bronze) 

Copper— Finish F391 (Plated Bank Bronze) 

Ground Glass Diffusing Panel 

Polished Rippled Aluminum Reflector 

Removable Door, Twin Pull Socket 

18* Length or Less 

Price Code 

Steel SI 5. 00 Renre 

Copper 20.00 Renso 

Sections 2 ft. up to 8 ft. 
Per foot or fraction thereof 
Steel. S 9.00 
Copper 12.00 
Mitered Joints, S4.50 extra 




No. R258 

Height W2' Extends 4' 

Steel — Finish F485 (Sprayed Bank Bronze) 

Copper — Finish F391 (Plated Bank Bronze) 

Ground Glass Diffusing Panel 

Polished Rippled Aluminum Reflector 

Removable Door, Twin Pull Socket 

18* Length or Less 

Price Code 

Steel SI 2. 50 Renti 

Copper 16.50 Reode 

Sections 2 ft. up to 8 ft. 

Per foot or fraction thereof 

Steel S 7.50 

Copper 10.00 



No. R269 

Height 3}^* Extends 5' 

Steel— Finish F485 (Spraved Bank Bronze) 

Copper— Finish F391 (Plated Bank Bronze) 

Ground Glass Diffusing Panel 

Polished Rippled Aluminum Reflector 

Removable Door — Twin Pull Socket 

18' Length or Less 

Price Code 

Steel SI 3. 00 Reofa 

Copper 17.00 Reogi 

Sections 2 ft. up to 8 ft. 

Per foot or fraction thereof 

Steel S 8.00 

Copper 10.50 

Mitered Joints, S4.50 extra 




fr gLow^ 




N0..R256 2 Lights 

All Porcelain Enamel 

Height 314* O. A. Extends 514' O. A. 

Finish — -Brown 

Ground Glass Diffusing Panels 

White Porcelain Enamel Reflectors 

Removable Door— Twin Pull Socket 

Length Price Code 

18* S13.80 Renpa 

Provision is made for attaching additional 18* lengths if 

desired. 



Pat. Pend. 



No. R260 

Height 6%" Extends 4J<£' 

Steel- — Finish F485 (Spraved Bank Bronze) 

Copper— Finish F391 (Plated Bank Bronze) 

Ground Glass Diffusing Panels 

Polished Rippled Aluminum Reflectors 

Removable Front, One Twin Pull Socket, One Twin 

Porcelain Socket 

Sections 2 ft. up to 8 ft. 

Per foot or fraction thereof 

Price Code 

Steel SI 5.00 Reojo 

Copper 20.00 Reola 

Mitered Joints, $6.75 extra 



No. R261 

Height ?>%' Extends 4V S ' 

Steel— Finish F485 (Sprayed Bank Bronze) 

Copper — Finish F391 (Plated Bank Bronze) 

Ground Glass Diffusing Panel 

Polished Rippled Aluminum Reflector 

Removable Door, Twin Pull Socket 

18" Length or Less 

Price Code 

Steel S16.50 Reomu 

Copper 22.00 Reone 

Sections 2 ft. up to 8 ft. 

Per foot or fraction thereof 

Steel S10.00 

Copper 13.50 

Mitered Joints, S4.50 extra 
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No. R262 1 Light 

Bra S3 

Extends 614' Canopy 5}^* Diameter 

Finish F149 (Antique Gold) 

G299 7'x3^* Ruby EXIT Panel 2 l A' Lettering 

Keyless Socket and Bridge 

Price. $13.75 Code, Repan 



No. R264 1 Light 

Brass 

Finish F129 (Virgin Bronze) 

G594 6'x3Ji' Ruby EXIT Ball 

Receptacle and Bridge 

Price, S5.2S Code, Repca 






No. R266 1 Light 
Brass 

Finish F22 (Brush Brass) 

Ruby EXIT Panel 

Keyless Socket 

Size 
Length Box Glass Size Lettering 
R266 30' 4J^'x8H' G1530 8'x4' 3" 

R267 30" 9"xll" G1532 10*x8 w 6" 





NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST.LOUIS 



_ fVl AGIO- LITE 

( maze-Lite 

. industrolite 



No. R271 4 Lights 

Bronze Metal 

Height 31 ' O. A. Extends 10' O. A. 

Finish F24 (Old Ebonv and Gold) 

Vxlii" Candles Keyless Sockets and Bolts 

Price, SI 11.00 Code. Repho 



No. R268 1 Light 

Brass 

Finish F22 (Brush Brass) 

Ruby EXIT Panel 

Keyless Socket 



R268 
R269 



Length 
SH' 
11' 



Height 
4J^' 
9' 



Extends 
4' 

4' 



Glass 

G1530 

G1532 



Size 
8'x4* 
10'x8' 



Size 

Lettering 

3' 

6* 



No. R263 1 Light 

Brass 

Length 30' Spread 13' O. A, 

Finish F149 (Antique Gold) 

Two G406 8"x5' Ruby EXIT Panels 3' Lettering 

Keyless Socket and Joint 

Price, $20.50 Code. Repba 




No. R265 1 Light 

Brass 

Extends 4' Canopy AV»" Diameter, 

Finish F22 (Brush Brass) 

Emergency Gas Tip, Open Flame 

Price, S2.80 Code, Repgu 







i 




No. R274 1 Light 

Brass 

Finish F149 (Antique Gold) 

Plain Radiant Glass 

Joint 



Socket Length 
Medium 26' 
Medium 30' 
Mogul 36' 
Mogul 40" 



Dia. 
O. A. 
13' 
15H* 
17M' 

22y 2 " 



Glass Size 

G457 9V 8 'kWH' 

G856 12' xl3'3' 

G2219 14' xl4'" 

G2220 18' x!8' 



Price Code 

S 50.60 Repla 

60.25 Repni 

77.75 Repot 

119.00 Reppy 




No. R270 1 Light 

Brass 

Extends 9' O. A. 

Finish F129 (Virgin Bronze) 

G1533 6*x3^* Ruby EXIT Ball 

Keyless Socket and Joint 

Price, «8.50 Code, Repfe 






No. R272 1 Light 
Bronze Metal 
.Height 26' O. A. Extends IS' 
•"•nish F374 (Oiled Antique Bronze) 
. G1050 12*x6* C. R. I. Ball 
Weatherproof Socket, Joint and Bolt 
Price, $76.00 Code, Repim 



No. R273 1 Light 

Bronze 

Length 84' Diameter 14' O. A. 

Finish F24 (Old Ebony and Gold) 

Amber Cathedral Glass Panels 

Keyless Socket and Joint 
Price, $530.00 Code, Repka 



No. R278 I Light 

Bronze Metal 

Length 9* Diameter 16" O. A. 

Finish F24 (Old Ebony and Gold) 

G1715 12" R. O. Magnolia Glass 

Keyless Socket and Bridge 

Price, S54.00 Code, Repro 



^EDWIN F.GUTH CO. 
LIGHTING EQUIPMENT Is 
. ST. LOUIS. U.S.A. , 



NO PACKAGE CHARGES. PRICES ARE F.O.B.CARS ST. LOU IS 



BRflSCOLITE 





No. R291 1 Light 

Bronze Metal 

Length 8]^* Diameter 7^* 

Finish F24 (Old Ebony and Gold) 

Receptacle and Bridge 

Price. $16.50 Code, Rerlo 



No. R279 1 Light 

Iron and Copper 

Iron — Painted Black 

Copper — Finish F374 (Oiled Antique Bronze) 

Clear Cathedral Glass Panels 

Weatherproof Socket, Joint and Bolts 

Height Extends 

O. A. O. A. Price Code 

Iron 26' 16K' $107.50 Repse 

Copper 26' 16^' 135.00 Reptu 

Iron 33' 22' 132.50 Repug 

Copper 33' 22' 165.00 Repva 

Iron 41' 27' 170.00 Repwe 

Copper 41' 27' 210.00 Reram 




pteEDWIN EGuthCo. 
I LIGHTING EQUIPMENT Is 
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NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST. LOUIS 



MACfC-ClTE 

MAZE-LITE 

INDUSTROLITE 





No. R279 



No. R292 1 Light 

Iron and Copper 

Iron — Painted Black 

Copper — F374 (Oiled Antique Bronze) 

Clear Cathedral Glass Panels 

Weatherproof Socket and Joint 

Diameter 



No. R292 








Length 


O. A. 


Price 


Code 


R292 


Iron 


27' 


12' 


S 90.00 


Rerna 


R293 


Copper 


27' 


12' 


112.50 


Rerot 


R294 


Iron 


36' 


17' 


112.50 


Rerun 


R29S 


Copper 


36' 


17* 


140.00 


Rerxa 


R296 


Iron 


43' 


20' 


147.50 


Resay 


R297 


Copper 


43* 


20* 


180.00 


Resbe 



No. R285 1 Light 

Iron and Copper 

Iron — Painted Black 

Copper — F374 (Oiled Antique Bronze) 

Clear Cathedral Glass Panels 

Weatherproof Socket and Bolts 

Height Extends 







O. A. 


O. A. 


Price 


Code 


R285 


Iron 


24J^' 


13H' 


§107.50 


Rerbu 


R286 


Copper 


24^' 


13H* 


135.00 


Rerda 


R287 


Iron 


W 


19M' 


132.50 


Rerel 


R288 


Copper 


33' 


19H' 


165.00 


Rerfe 


R289 


Iron 


40' 


22' 


170.00 


Rergi 


R290 


Copper 


40' 


22' 


210.00 


Rerhy 



R298 
R299 
R300 
R301 
R302 
R303 



No. R29S 1 Light 




Iron and Copper 




Iron— Painted Black 




Copper — F374 (Oiled Antique Bronze) 




Clear Cathedral Glass Panels 




Weatherproof Socket and Bridge 




Height 




O. A. Width Price 


Code 


Iron 27' 11* S 90.00 


Resci 


Copper 27' 11' 112.50 


Resee 


Iron 35' 15' 112.50 


Resfo 


Copper 35" 15' 140.00 


Resga 


Iron 43* 18' 147.50 


Resin 


Copper 43' 18' 180.00 


Reslu 



No. R28S 




R307 
R308 
R309 
R310 




No. R307 1 Light 

Brass 

Finish F149 (Antique Gold) 

Adam Etched Urn 

Receptacle and Bridge 

Canopy 

Length Diam. Glass Size Price 

12' 6' G1172 8'x4* $14.75 

15" 6" GU73 10'x5' 19.75 

18' 8' GU74 12'x6' 22.25 

23* 10' G1175 14'x9' 36.50 



Code 
Resta 
Restiz 
Retam 
Retax 








No. R315 1 Light 
Compo 

Finish C7 (Verde Gold) 

Adam Etched Glass 
Keyless Socket and Joint 



R315 
R316 
R317 
R318 



Length Diam. Glass 
48* 8* G1172 

48' 10' GU73 
48* 12' GU74 
48' 14' G1175 



Size 
8"x4' 
10*x5* 
12'x6* 
14*x9' 



Price 
$25.50 
31.00 
36.00 
51.00 



Code 
Retgo 
Retie 
Retil 
Retin 



\V ' 







No. R311 1 Light 










Compo 










Finish C7 (Verde Gold) 










Adam Etched Glass 










Bridge Included 








Socket 


Length Diameter Glass Size 


Price 


Code 


R311 


Medium 


13 1 A' 8' Gil 72 8'x4' 


S14.25 


Retch 


R312 


Medium 


16' 10' G1173 10'x5' 


19.25 


Retda 


R313 


Medium 


19}^' 12' GI174 12*x6' 


21.75 


Reted 


R314 


Mogul 


23'A" 14' GU75 14"x9' 


36.00 


Retfi 



Socket 
R304 Medium 
R305 Medium 
R306 Mogul 



Length 
60* 
72' 
72' 



No. R304 1 Light 
Compo 
Finish C7 (Verde Gold) 
Adam Etched Glass 
Joint Included 
Diameter Glass 
18' G1173 
22' G1174 
27' G1175 



Size 
10'x5* 
12*x6' 
14*x9" 



Price 
$46.00 
• 59.00 

90.00 



Code 
Resma 
Reson 
Respy 



® 




No. R319 1 Light 

Iron and Brass 

Height 15* O. A. Extends T O. A. 

Finish F24 {Old Ebonv and Gold) 

G2055 4'xl0l£' R. O. Magnolia Glass 

Keyless Socket and Hickey 

Price, $30.00 Code, Retla 



-Z&&S3Z,. 




No. R320 1 Light 

Iron and Brass 

Length 13* Diameter 8* O. A. 

Finish F24 (Old Ebonv and Gold) 

G2055 4'xlOH* R. O. Magnolia Glass 

Receptacle and Bridge 

Price, $9.00 Code, Retna 
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No. R324 3 Lights 

Iron and Brass 

Length 12" Diameter 14J£* 

Finish F24 (Old Ebonv and Gold) 

G2055 4'xlOJi' R. O. "Magnolia Glass 

Keyless Sockets and Hickev 

Price, $33.00 Code, Retry 



No. R322 1 Light 

Iron and Brass 
Length 36" Diameter 6* O. A. 
Finish F24 (Old Ebonv and Gold) 
G566 4'5'xl2" R. O, Magnolia Glass 
Keyless Socket and Joint 
Price, $17.75 Code, Retpu 




No. R323 1 Light 

Iron and Brass 

Length 5* Diameter 6' 

Finish F24 (Old Ebony and Goldl 

Receptacle and Bridge 

Price, $3.75 Code, Retro 



No. RS81 4 Lights 

Iron and Brass 

Length 84" Diameter 22" O. A. 

Finish F24 (Old Ebonv and Gold) 

G566 4>4*xl2* R. O. Magnolia Glass 

Keyless Sockets and Joint 

Price, $105.00 Code, Reton 




No. R325 1 Light 

Iron and Brass 

Height 18' O. A. Extends 9' O. A. 

Finish F24 (Old Ebonv and Gold) 

G566 4»3"xl2" R. O. Magnolia Glass 

Keyless Socket and Joint 

Price, $47.75 Code, Retso 




No. R327 1 Light 

Iron and Brass 

Length 36' Diameter 7* O. A. 

Finish F24 (Old Ebony and Gold) 

G566 4^*xl2' R. O. Magnolia Glass 

Keyless Socket and Joint 

Price, $29.75 Code, Retva 



No. R326 4 Lights 

Iron and Brass 

Length 84' Diameter 25* O. A. 

Finish F24 (Old Ebonv and Gold) 

G566 4t4*xl2' R. O. Magnolia Glass 

Keyless Sockets and Joint 

Price, $160.00 Code, Retus 



i. 



® 



r 
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No. R344 1 Light 

Compo 

Length 9* Plate Diameter 7 

Finish C2 (Old Gold) 

Receptacle and Bridge 

Price, $6.25 Code, Reuba 



No. R345 1 Light 

Length 10' Plate Diameter 9* 

Otherwise same specifications as above 

Price, $7.20 Code, Reuco 









NO PACKAGE CHARGES. PRICES ARE F.0.B.CARS ST.LOUIS = 



IV1ACIC-LITE 

MAZE-LITE 

INDUSTROLITE 



mm^mk 









No. R350 

Metal Bracket 

Finish C2 (Old Gold) 

4H'xl!i' Candles 

Keyless Sockets and Joints 

Spread 

Inches Lights Price 

9 2 $34.00 

12 3 38.00 

Ball Lamps not included 
Canopy Switch furnished at $2.50 additional 



Size, Watts 
R350 15-25 
R351 15-25 



No. W348 1 Light 

Metal Bracket 

Band Compo 

Finish C2 (Old Gold) 

Magnolia Etched Glass of Gothic Design 

Reflector White Glazed Porcelain Enamel 

Size, Watts Length Extends Glass Bowl Price Code 

W348 40-150 26' 18' Gl 10 V $47.00 Wefog 

W349 100-200 26* 20' Gill 9* 54.00 Wefur 

Pull Switch, $1.60 list additional 



w 



1 



No. W328 1 Light 
Compo 

Finish C2 (Old Gold) 
Magnolia Etched Glass of Gothic Design 
Reflector White Glazed Porcelain Enamel 



No. W333 1 Light 
Compo 

Finish C2 (Old Gold) 
Magnolia Etched Glass of Gothic Design 
Reflector White Glazed Porcelain Enamel 





Length Out.Dia 




Bowl 










Length Out. Dia 




Bowl 








Size — Watts Feet Inches 


Glass 


Inches 


Price 


Code 




Size — Watts 


Feet Inches 


Glass 


Inches 


Price 


Code 


W328 


100-200 Medium Socket 5 16 


Gill 


9 


$45.00 


Wathe 


W333 


100-200 Medium 


Socket 5 16 


Gill 


9 


$ 38.50 


Weard 


W329 


200 Medium Socket 5 22 


Gil? 


UH 


62.00 


Waulk 


W334 


200 Medium Socket 5 22 


G112 


11^ 


46.50 


Webay 


W330 


300 Mogul Socket 5 22 


G112 


n}4 


62.00 


Wayne 


W335 


300 Mogul Socket 5 22 


G112 


11^ 


46.50 


Wecut 


W331 


400-500 Mogul Socket 5 28 


G113 


16 


102.00 


Wayou 


W336 


400-500 Mogul Socket 5 28 


G113 


16 


75.50 


Wedim 


W332 


400-500 Mogul Socket 5 36 


G391 


20 


174.00 


Weamy 


W337 


400-500 Mogul Socket 5 36 


G39I 


20 


137.50 


Wedox 




Additional Length, per foot, $1.00 Pull Switch, $1.60 list, additional 




Additional Length 


per foot, $1.00 Pull 


Switch 


$1.60 list, additional 












No. W338 


1 Light 






















Is Fixture 


W333 up 


to Arrow 
















W338 
W339 
W340 


Medium 
Medium 
Medium 


Socket 
Socket 
Socket 


Out. Dia. 

Inches 

14 

16 

22 




Price 
5 22.00 
28.00 
36.00 


Code 
Wedra 
Wedzu 
Weech 














W341 


Mogul Socket 


22 




36.00 


Wefal 














W342 


Mogul Socket 


28 




65.00 


Wefed 














W343 


Mogul Socket 


36 




127.00 


Wefit 












Code 
Reuxi 
Re vain 



Note — Any Spraved Finish on Compo Fixtures 'can be had without extra charge 

Old Ivory, 10%Additional 

Burnished Gold Leaf Finishes, 25% Additional 



No. W352 
Compo 
Finish C2 (Old Gold) 
Magnolia Etched Glass of Gothic Design 
Reflector White Glazed Porcelain Enamel 
Outside Bowl 

Dia. Dia. 

Watts Socket Lgth. In. Glass In. 
W352 150-200 Medium 5 ft. 23 G112 11^ 
W353 300-500 Mogul 5 ft. 28 G113 16 
W354 750 Mogul 5 ft. 40 G391 20 

Note. — When fixture is desired without Candles, deduct S5.50 for 
each candle from above prices. Additional length per foot, §1.50. Pull 
Switches, $1.60 list, additional. 

Any Sprayed Finish on Compo Fixtures can be had without extra 
charge. Old Ivory, 10% additional. Burnished Gold Leaf Finishes, 
25% additional. 



No. 

Can. Price 
4 $ 87.00 
6 150.00 
266.00 



No. W355 

Is the Fixture Up to Arrow 
Out.Dia. Bowl 



Size, Watts Socket 


Inches 


Inches Price 


Code 


W355 100-200 Medium 


23 


113^ $41.00 


Weker 


W356 300 Mogul 


28 


16 71.00 


Welad 


W357 400-500 Mogul 


40 


20 150.00 


Welch 



Pull Switches, $1.60 list, additional 



No. W362 



© 
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MAGIC-LITE 

MAZE-LITE 
INDUSTROLITE 





xnina I 1 — 400-500 Mogul 
W40B | 6—300 Mogul 



No. W358 

Compo 
Finish C2 (Old Gold) 
Magnolia Etched Glass of Gothic Design 
Reflectors White Glazed Porcelain Enamel 
Outside 
Socket Length. Dia. 

} 8 ft. 5 ft. 



W369 



1—300 
i 4—200 



SSft.}** *<- { 



Glass Bowls 
G113 16' I 
G112 ll^'j 
G112 ll^'l 
Gill 9' I 



X118 
XU9 



No. X118 
Winches 
For raising and lowering large fixtures 
The small size will sustain 750 lbs. 
The large size will lift 1.500 lbs. 
(Has steel cut gear and cut bronze worm.) 
Price 
Winch S 37.50 

Winch 125.00 

Steel Cable not included in above prices 



Code 
Xabar 
Xadel 



3-inch Iron Loop on Stem 15 inches above the Canopy included. 
Additional Length, per foot, $2.00. 

Note.— Candle Outfits as on W352 (Page 43), can be furnished at $5.50 
each, additional. 



No. W360 

Is the same Fixture without the Compo Crown on the Body 

No. Out. Diam. Price Code 

W360 60' $447.00 Welie 

W361 50' 334.00 Wello 

Any "Sprayed Finish" on Compo Fixtures can be had 
withoilt extra charge. Old Ivory, 10% additional. Bur- 
nished Gold Leaf Finishes are 25% additional. 




Price Code 
S488.00 Welem 

S375.00 Welga 







No. R362 3 Lights 

Brass 

Spread 11* Extends 10" 

Finish F149 (Antique Gold) 

5'xlH* Candles 
Kevless Sockets and Joints 
Price, $66.25 Code, Revel 





m^r^ 





No. R363 2 Lights 

Brass 

Spread 7}->* Extends 7K" O. A. 

Finish F149 (Antique Gold) 

5'xlJ4" Candles 
Kevless Sockets and Joint 
Price, S50.00 Code, Rever 










S ^&# 




No. W358 



% 



No. W364 

Compo 

Finish C2 (Old Gold) 

Magnolia Etched Glass of Gothic Design 

Reflector White Glazed Porcelain Enamel 

Mogul Socket 

No. of 

Medium 

Cande- Out. 

labra Lgth. Dia. 
Sockets Feet In. Glass 
5 24 C112 

5 24 G112 

6 36 G113 
6 36 G113 
8 45 G391 
8 45 G391 

Additional Length, per foot, SI. 50 
W368 and W369 furnished with 4-Chain Hanger instead of 
single chain as shown 




Watts 
W364 300500 
W365 300-500 
W366 300-500 
W367 300-500 
W368 5001000 
W369 500-1000 



6 

None 

8 
None 

10 

None 



Size Price Code 
IVA' $100.00 Welon 



16" 
16* 
20" 
20' 



59 . 50 
165.00 
111.00 
300.00 
232.50 



Wench 
Wenda 
Werry 
Wersa 
Werth 



No. W364 



No. W370 

Is the Fixture Up to the Arrow 
Out. Dia. Price Code 

W370 24* $ 40.00 Weryl 

W371 36' 87.00 Wesad 

W372 45* 175.00 Weset 

Any "Sprayed Bronze" Finish on Compo Fixtures 
without extra charge. Old Ivory, 10% additional. 
Burnished Gold Leaf Finishes, 25% additional. 
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No. W378 

Is the Fixture up to the Arrow 
Out. Dia. 

Inches Price Code 

W378 Medium Socket 14 $22.00 Wevel 

W379 Medium Socket 17 28.00 Wevin 

W380 Medium Socket 22 ,36.00 Wible 

W381 Mosul Socket 22 36.00 Wicax 

W382 Mogul Socket 27 65 00 Wicep 

W383 Mogul Socket 36 127.00 Wifak 

Note. — -Any "Sprayed Bronze" Finish on Compo Fixtures 
without extra charge 

Old Ivory, 10% additional 

Burnished Gold Leaf Finishes, 25% additional 
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W390 



W391 



No. W390 

Compo 

Finish C2 (Old Gold) 

Magnolia Etched Glass of Gothic Design 

Reflectors, White Glazed Porcelain Enamel 

Outside 

Length Dia. Glass Bowls 

\ Rfr Sft / Gl13 16 ' 

| ait. 5 it. < lG112 ni^-j 



Price Code 
S470.00 Wilho 



Size-Watts Socket 

1—400-500 Mogul 

[ 6—300 Mogul 

;i=88 MeSll} «it 5om. {giifJJH- (^0.00 wni» 

3' Iron Loop on Stem 15' above the Canopy included 
Additional Length, per foot, $2.00 
Note. — Candle Outfits as on W364 (Page 45), can befurnished at $6.50 
each, additional 



No. W392 

Is the Same Fixture Without the Compo Crown on the Body 

Out. Dia. Price Code 

W392 60" S425.O0 Willy 

W393 50* 320.00 Wipar 



Note — Any "Sprayed Bronze" Finish 
on Compo Fixtures without extra charge. 
Old Ivory 10% Additional. Burnished 
Gold Leaf Finishes, 25% Additional. 



No. W373 1 Light 
Compo 

Finish C2 (Old Gold) 
Magnolia Etched Glass of Gothic Design 
Reflector White Glazed Porcelain Enamel 



Size — Watts 
W373 100-150-200 Medium Socket 



Length Out. Dia. 
Feet Inches 



W374 200 Medium Socket 

W375 300 Mogul Socket 5 

W376 400-500 Mogul Socket 5 

W377 400-500 Mogul Socket 5 

Additional Length, per foot, $1.50 



17 
22 
22 
2? 
36 



Glass 
Gill 
Gn2 

GI12 
G113 
G113 



Bowl 

Inches 
9 

ny 2 

16 
16 



Price 
$43.00 
54.50 
54.50 
89.00 
151.00 



Pull Switch, $1.60 list additional 



Code 
Wesil 
Wesom 

Wesot 
Wetal 
Wevam 



No. W384 1 Light 
Compo 

Finish C2 (Old Gold) 
Magnolia Etched Glass of Gothic Design 
Reflector White Glazed Porcelain Enamel 

Size— Watts 
W384 40-60-75 Medium Socket 
W385 100-150-200 Medium Socket 
W386 200 Medium Socket 

W387 300 Mogul Socket 

W388 400-500 Mogul Socket 

W389 400-500 Mogul Socket 

Additional Length, per foot, S2.00 Pull Switch, $1.60 list additional 



Length 


Out. Dia. 




Bowl 






Feet 


Inches 


Glass 


Inches 


Price 


Code 


4 


14 


G'110 


7 


$29.00 


Wight 


4 


17 


Gill 


9 


35.. 00 


Wigim 


4 


22 


G112 


im 


43.00 


Wigtu 


4 


22 


GI12 


UH 


43.00 


Wignio 


4 


27 


GU3 


16 


72.00 


Wigon 


4 


36 


G113 


16 


136.00 


Wilge 



@ 
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No. R394 1 Light 

Iron and Brass 

Length 36' Diameter 7* 

Iron — Painted Black 

Brass— Finish F149 {Antique Gold) 

Amber Cathedral Glass Panels 

Keyless Socket and Joint 

Price Code 

R394 Iron $70.00 Revet 

R395 Brass 80.00 Revie 



No. R396 1 Light 

Length 48* Diameter 12^' O. A. 

Otherwise same specifications as above 

Price Code 

R396 Iron $110.00 Revoi 

R397 Brass 130.00 Revup 
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No. R402 1 Light 

Iron and Copper 

Height 25* 

Extends 10'^' O. A. 

Iron — Painted Black 

Copper — Finish F374 (Oiled 

Antique Bronze) 

Clear Cathedral Glass Panels 

Weatherproof Socket and 

Bolts 

Price Code 
R402 Iron $70.00 Rewox 
R403 Copper 80.00 Rewuz 



No. R404 1 Light 
Height 39* Extends 16" O. A. 
Otherwise same specifica- 
tions as above 

Price Code 
R404 Iron SI 10.00 Rexad 
R405 Copper 130.00 Rexbe 



No. R398 7 Light3 

Iron and Brass 

Length 60" Spread 17* Centers 

Iron — Painted Black 

Brass — Finish F149 (Antique Gold) 

• G223 8' Plain Radiant Bowl 

Amber Glass Panels 

6*xlJ4' Candles Keyless Sockets 

and Joint 

Price Code 
R398 Iron $200.00 Revxa 

R399 Brass 225.00 Rewa 



No. R400 7 Lights 

Length 72' Spread 24' 

G223 10* Plain Radiant Bowl 

8'xl}|* Candles 

Otherwise same specifications as 

above 

Price Code 
R400 Iron $290.00 Rewed 

R401 Brass 325.00 Rewin 





No. R408 1 Light 

Iron and Brass 

Lenqth 36* Diameter 9" O. A. 

Finish F24 {Old Ebony and Gold) 

Amber Cathedral Glass Lantern 

Kevless Socket and Joint 

Price, $50.00 Code. Rexok 




No. R406 1 Light 

Iron and Brass 

Length 60* Diameter 15" O. A. 

Finish F24 (Old Ebony and Gold) 

Amber Cathedral Glass Lantern 

Keyless Socket and Joint 

Price, $80.00 Code. Rexef 

No. R407 1 Light 

Length 60* Diameter 18* O. A. 

Otherwise same specifications as above 

Price S100.00 Code, Rexim 



No. R409 1 Light 

Brass 

Finish F125 (Antique Bronze) 

Radiant Glass 

Keyless Socket and Joint 

Out 

Length Dia. Upper Lower 

In. In. Glass Size Glass Size Price Code 
R409 48 1214 G774 6'i* G144 9*xl0*$90.00 Rhela 
R410 48 16 G772 W%' G856 12*xl3* 125 .00 Rheme 
R411 60 184 G770 13,T G946 I4'xl6* 175 .00 Rheum 

No. R412 1 Light 

Is the Fixture L'p to the Arrow 

Out. Dia. Price Code 

R412 12V(»* $ 55.00 Rhexo 

R413 16* 75.00 Rhiab 

R414 1 8 1 2 " 115.00 Rhiex 



® 
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No. R415 4 Lights 

Iron and Brass 

Height 20" O. A. Extends 10" 

Finish F24 (Old Ebony and Gold) 

5*xt J4" Candles 

Pull Sockets, Joint and Bolt 

Price, $48.00 Code, Rhine 




No. R417 6 Lights 

Iron and Brass 

Length 14' Spread 15}^* 

Finish F24 (Old Ebony and Gold) 

Kevless Sockets and Joint 

Price, S55.00 Code, Rhoam 




No. R418 4 Lights 

Brass 

Height 26* Extends 9H' O. A. 

Finish F149 (Antique Gold) 

S"xlH Candles 

Keyless Sockets and Joint 

Price, $55.00 Code. Rhoco 










No. R423 






Brass 






Finish F"334 (Old Brass and Polychrome) 






Adam Etched Glass 






Keyless Socket and Joint 






Lipids Length Diam. Glass Size Price 


Code 


R423 


1 18' 7* G1334 7'x4* $ 2.5.50 


Rhual 


R424 


1 20* 11* G729 H'x6* 37.50 


Rllllbe 


R425 


1 23* 14* G730 14*x7* 5.3.00 


Rhumb 


R426 


4 37* 20' G731 20'xlO' 105.00 


Rinlo 



No. R416 12 Lights 

Iron and Brass 

Length 84' Spread 27* 

Finish F24 (Old Ehonv and Gold) 

8'xlJi* Candles 

Keyless Sockets and Joint 

Price, SI 10.00 Code, Rhino 





Lights 
R420 1 
R421 1 
R422 4 



Length 

48" 
60' 

72' 



No. R420 

Brass 

Finish F149 (Antique Gold) 

Adam Etched Glass 

Keyless Socket and Joint 

Diameter 

O. A. Glass Size 

11* G2434 ll'x6"x^* 
14' G2435 t4*x7'x%* 
20* G2436 20*xl0'x5^' 



Price 

$ 50.00 

6K.00 

130.00 



Code 
Rhofu 
Rhomb 
Rhone 



No. R419 4 Lights 

Brass 

Height 31* Extends 10* O. A. 

Finish F149 (Antique Gold) 

6*xl 14' Candles 
Keyless Sockets and Joint 
Price, $62.00 Code. Rhoda 




No. R427 5 Lights 

Brass 

Height 29H' Extends 9H' O. A. 

Finish F149 (Antique Gold) 

One 7*xl34* and four 5'xlK* Candles 

Keyless Sockets and Joint 

Price. $65.00 Code, Riamu 



.. 



@ 



^ 
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R428 
R429 
R430 



Lights 
1 

1 
4 





Lights Length 


R431 


1 17' 


R432 


1 22" 


R433 


4 34' 



No. R42S 

Brass 

With Cast Ring 

Finish F149 (Antique Gold) 

Adam Etched Glass 
Keyless Sockets and Hickey. 
Diam. 
Length O. A. Glass Size Price Code 

17' \\y/ G2434 ll'x 6*x5rSS4 .00 Riata 
22' I9J4' G2435 14'x VxW 80.50 Ribax 
34* 28' G2436 20*xl0*x^* 155.00 Ribcu 



No. R431 

Without Cast Ring 

Diam. 

O. A. Glass Size Price Code 

14H" G2434 ll'x 6'x^' $37.50 Ribel 

V9W G2435 14'x 7'x^* 53.00 Ribli 

28' G2436 20*xl0'x^* 105.00 Ribon 







No. W441 

Metal 

Finish C2 (Old Gold) 

Magnolia Etched Glass of Romanesque Design 

Reflector White Glazed Porcelain Enamel 

Lgth. Extends Bowl 

Size-Watts I n . In. Glass In. Price Code 

W441 100-150-200 Medium Socket 21 18 G685 9 $82.00 Wipon 

No. W442 

Same Fixture with Candle substituted for Knob at Top 
Price, $88.00 Code, Wirch 



No. R434 1 Light 

Brass 

Height 19* Extends 6* O. A. 

Finish F149 (Antique Gold) 

5*xlM* Candle 

Keyless Socket and Joint 

Price, $22.50 Code, Ribud 




No. R439 1 Light 
Brass 
Finish F149 (Antique Gold) 
Adam Etched Glass 
Pull Socket and Joint 
Height Extends Glass Size 
R439 19' 9* G2534 7*x2M' 

R440 20* 12' G275S 10*x3M* 



Price Code 

S27.50 Ricin 

31.00 Rick 



R435 
R436 
R437 



Lights 
1 

1 
4 



Length 
48* 
60' 
72' 



No. R435 

Brass 
Finish F149 (Antique Gold) 

Adam Etched Glass 
Keyless Sockets and Joint 
Diam. 



O.A. 
14J4' 
\9V 2 ' 

28" 



Glass 
G2434 
G2435 
G2436 



Size 
ll'x 6'xH' 
14'x 7'x^g* 
20*xl0'x^' 



Price 

$ 66.50 

95.50 

180.00 



Code 
Ricad 

Rice 
Ricfo 



_ Size-Watts Socket 

W443 150-200 Medium 

W444 300-500 Mogul 

W445 750 Mogul 




No. W443 

Compo 
Finish C2 (Old Gold) 
Magnolia Etched Glass of Romanesque Design 
Reflector White Glazed Porcelain Enamel 



Outside 
Lgth. Dia. 
Feet In. Glass 
5 23 G632 
5 28 G633 
5 40 G634 z.\j 
Note.— When Fixture is desired without Candles, deduct $5.50 each 
V? 1 '™! n ' above P nces - Additional Length, per foot, $1.50. Pull Switches 
*1.60 list additional 



Bowl 

Dia. No. of 

In. Candles Price 
1IH 4 $ 87.00 
16 6 150.00 

20 8 266.00 



No. W443 



No. W446 

Is Fixture Up to the Arrow 
Out. Dia. Price 

23' $ 41.00 

28' 71.00 

40' 150.00 

Any "Sprayed Finish" on Compo Fixtures can 
be had without extra charge. Old Ivory, 10% 
additional. Burnished Gold Leaf Finishes, 25% 
additional. 



W446 
W447 
W448 



Code 
Wiser 
Wison 
Wisuv 



: 



@ 
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MAZE-LITE 
INDUSTROLITE 




X118 
X119 



Winchea 

For raising and lowering large fixtures 

The small size will sustain 750 lbs. 

The larger will lift 1,500 lbs. 

(Has steel cut gear and cut bronze worm) 

Price 

Winch $ 37.50 

Winch 1125.00 

Steel Cables not included in above prices 




No. W451 

Compo 

Finish C2 (Old Gold) 

Magnolia Etched Glass of Romanesque Design 

Reflectors White Glazed Porcelain Enamel 



W451 



Size-Watts Socket Lgth. Out.Dia. Glass 

1—400-500 Mogul \ o p. = T7,- / G633 
6—300 Mogul / 8bt - 5rt * \ G632 



W4G2 / 1— 30 ° 



Bowls 
16* 

11^* 
9' 



Price Code 
$510.00 Witad 



$387.00 Witer 



Code 
Xabar 
Xadel 



3* Iron Loop on Stem 15* above the Canopy included 
Additional Length, per foot, $2.00 



No. W453 

Is the same Fixture without the Compo Crown on the Body 

Out. Dia. Price Code 

W453 60* $457.00 Witim 

W464 " i 50* 344.00 Witun 

Note. — Candle Outfits as on W443 (Page 53) can be 
furnished at $5.50 each list, additional. 

Any "Standard Sprayed Bronze" Finish on Compo 
Fixtures without extra charge. Old Ivory, 10% additional. 
Burnished Gold Leaf Finishes are 25% additional. 






No. R4S5 2 Lights 

• Brass 

Height 19' Spread 10' 

Finish F364 (French Gold) 

6'xlM' Candles 5* French Prisms 

Price, $60.00 Code, Ricum 



No. R456 3 Lights 

Height 19' Spread 12' 

Otherwise same specifications as above 

Price, $76.50 Code, Ridag 





n 





No. R460 3 Lights 
Brass 
Height 23* Extends 5* O. A. 
Finish F364 (French Gold) 

Clear Crystals 

Keyless Sockets and Bolt^ 

Price, $132.00 Code, Ridhu 




R457 
R4S8 
R459 



Lights 

8 

12 

16 



No. B457 

Finish F364 (French Gold) 

All Clear Crystal Trim 

Keyless Sockets and Joint 

Diameter 

Length O. A. 

40' 18' 

56' 24' 

84' 30' 



Price 

$366.00 

492.00 

684.00 



Code 

Rider 
Ridfo 
Ridge 
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No. R464 

Brass 

Finish F364 (French Gold) 

All Clear Crystal Trim 
Keyless Sockets and Joint 
Lights 
Arms Center Length Spread Price 
R464 4 3 31* l*H' S216.00 

R465 6 4 39* 17 V 2 ' 300.00 

R466 8 5 48* 23* 417.00 



Code 
Riduz 
Rifar 
Rifen 



R461 
R462 
R463 



No. R461 

Brass 
Finish F364 (French Gold) 
All Clear Crystal Trim 
Keyless Sockets and Joint 
Diameter 
Lights Length O. A. Price 

3 31* 12' SU8.00 

4 38* 14' 166.00 
6 48* 19" 249.00 



Code 
Ridid 
Ridja 
RiSky 



No. R467 

Brass 
Finish F364 (French Gold) 

All Clear Crystal Trim 
Keyless Sockets and Joint 
I ights 

Arms Center Length Spread Price 
R467 4 3 31' 13»£* S178.O0 

R468 6 4 39* 16* 242.00 

R469 8 5 48' 21' 341.00 



Code 



Rifix 
Rifle 
Rifon 



3**Edwin F.Guth Co. 
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IVJACIC-LITE 

MAZE-LITE 

INDUSTROLITE 







No. R470 2 Lights 

Brass 

Height 26^' Spread 6' 

Finish F364 (French Gold) 

6'x\X' Candles 

Pull Sockets and Hickey 

Price, S55.00 Code, Rift 



1 




No. R471 6 Lights 

Brass 

Length 48' Spread 19' 

Finish F364 (French Gold) 

TxiH" Candles Clear Crystal Trim 

Kevless Sockets and joint 

Price, $253.00 Code, Rifzu 



/ ■ 



'<';)* 



$ 



No. R472 6 Lights 

Brass 

Length 32' Spread 19* 

Finish F364 (French Gold) 

All Clear Crystal Trim 

Keyless Sockets and Joint 

Price, $268.00 Code, Rigez 



© 
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No. R473 3 Lights 

Brass 

Height 28* Extends 8* O. A. 

Finish F364 (French Gold) 

8'xl'4* Candles — French Prisms 

Canopv Switcli and Joint 

Price, S60.00 Code, Rigja 





= NO PACKAGE CHARGES. PRICES ARE F.O.B.CARS ST.LOUIS 



MACCC-LITE 

MAZE-LITE 

INDUSTROLITE 



No. R476 1 Light 

Brass 

Height 22* Extends 10* O. A. 

Finish F364 (French Gold) 

Txiyi* Candle French Prisms 

Pull Socket and Hickey 

Price, S29.00 Code, Rihal 



No. R477 2 Lights 

Brass 

Height 22* Spread 9' 

Finish F364 (French Gold) 

7'xl \4 ' Candles — French Prisms 

Pull Sockets and Hickey 

Price, 543.00 Code, Rihbu 



No. R474 

Brass 

Length 42" Spread 20 V 2 ' 

Finish F364 (French Gold) 

7*xl >4* Candles French Prisms 

Keyless Sockets and Joint 

Lights Price Code 

R474 5 $110.00 Rigor 

R475 6 125.00 Rigul 



No. R478 1 Light 

Brass 

Height 123-4' Extends 5J4 ' O. A. 

Finish F364 (French Gold) 

4'A'x\ l 4' Candle French Prisms 

Pull Socket and Hickey 

Price, SI 5.00 Code, Rihen 

No. R479 2 Lights 
Brass 

Height 12J^' Spread 5* 

Finish F364 (French Gold) 

*H*xl H" Candles French Prisms 

Pull Sockets and Hickey 

Price, S24.00 Code, Rihfa 







No. R482 






Brass 






Length 25' Spread 16* 






Finish F364 (French Gold) 






French Prisms 






Keyless Sockets and Joint 






Lights Price 


Code 


R482 


5 $72.00 


Rilan 


R483 


6 83.00 


Rild 




R480 
R481 



No. R480 

Brass 

Length 42' Spread 16" 

Finish F364 (French Gold) 

6 r xlK' Candles French Prisms 

Keyless Sockets and Joint 

Lights Price 

5 $72.00 

6 83.00 



Code 
Rihgo 
Rihuz 



R484 
R485 



No. R484 

Brass 

Finish F364 (French Gold) 

French Prisms 

Pull Sockets and Hickey 

Extends 

Lights Height O. A. Spread Price 

1 17* 7' $17.00 

2 17' 8' 28.00 



Code 
Riler 
Rilox 



® 
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BRflSCOLITE 




No. R486 2 Lights 

Brass 

Height 24' Spread ?' 

Finish F368 (Rustic Iron and Polychrome) 

5'xlK' Candles Topaz Glass Ball 

Pull Sockets and Hickey 

Price, $30.00 Code, Riluv 






NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST.LOUIS = 



CVIACIC-LITE 

MAZE-LITE 

INDUSTROL1TE 





No. R489 2 Lights 

Brass 

Height 26" Spread 6* Centers 

Finish F363 (French Gold and Polychrome) 

10'xl 14' Candles 

P 222 — Silk Covered Parchment Sconce 

Pull Sockets and Screws 

Price, $65.00 Code, Rimbe 



No. R488 6 Lights 

Brass 

Length 54' Spread 10' 

Finish F332 (Old Silver and Polychrome) 

8*x1»4" Candles Clear Glass Ball 

P 454—22' Silk Covered Parchment Shade 

Keyless Sockets and Joints 

Price, SI 20.00 Code, Rinia 








? f i H 

No. R498 3 Lights 

Brass 

Length \3}4' Diameter 9' O. A. 

Finish 1-364 (French Gold) 

French Prisms 

Receptacle and Bridge 

Price, $27.50 Code, Ringe 

No. R499 4 Lights 

Diameter 13' i" O. A. 

Otherwise same specifications as above 

Price. S36.00 Code, Ringy* 



No. R492 1 Light 

Brass 

Ceiling Flange 4?^* Diameter 

Finish F334 (Old Brass and Polychrome) 

Receptacle and Bridge 

Price, $4.00 Code, Rimla 



i 



No. R494 5 Lights 

Brass 

Length 36' Diameter 13" O. A. 

Finish F364 (French Gold) 

French Prisms 

Receptacles and Joint 

Price, S42.00 Code, Rinax 

No. R495 7 Lights 

Length 36' Diameter 18* O. A. 

Otherwise same specifications as above 

Price, $56.00 Code, Rind 





No. R500 1 Light 

Compo 

Ceiling Flange 7" Diameter 

Finish F12 (Tu>k Ivory) 

Receptacle and Bridge 

Price. $3.00 Code. Rinha 

No. R501 1 Light 

Ceiling Flange 9" Diameter 

Otherwise same specifications as above 

Price, S3. 60 Code, Rink 



No. R487 2 Lights 

Brass 

Height 26" Spread 7" 

Finish F332 (Old Silver and Polychrome) 

8'xlJ/f' Candles 

Pull Sockets and Ilickev 

Price, $52.00 Code, Rilza 



No. R490 2 Lights 

Brass 

Height 19' Spread 7' 

Finish F334 (Old Brass and Polychrome) 

S'xlH" Candles Clear Crystal Trim 

Pull Sockets and Hickey 

Price, $40.00 Code, Rimco 







No. R496 1 Light 

Brass 

Ceiling Flange 4%" Diameter 

Finish F334 (Old Brass and Polychrome) 

Receptacle and Bridge 

Price, S3.00 Code, Rinen 



No. R493 1 Light 

Brass 

Ceiling Flange 5' Diameter 

Hnish F334 (Old Brass and Polychrome) 

Receptacle and Bridge 

Price, $5.00 Code, Rimoz 





No. R497 1 Light 
Brass 

Ceiling Flange 4%" Diameter 

Finish F334 (Old Brass and Polychrome) 

Receptacle and Bridge 

Price, S3 .00 Code, Rinfu 



No. R502 1 Light 

Compo 

Ceiling Flange 7" Diameter 

Finish F12 (Tusk Ivory) 

Receptacle and Bridge 

Price, S4.50 Code, Rinlo 

No. R503 1 Light 

Ceiling Flange 9* Diameter 

Otherwise same specifications as above 

Price, $5.50 Code, Rinma 



® 
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Mno package charges, prices are f.o.b.cars ST.LOUIS 



BRflSCOLITE 



E-LITE 




The Aesthetic, Utilitarian 
and Efficient Lighting Unit 

Cross Section showing method of 
adjusting the socket for 75-100 

or 150-watt Lamp 
The E-Lite is a two-piece glass 
ornamental unit and is a most beau- 
tiful and efficient fixture for bed- 
rooms, sun parlors, breakfast rooms, 
and other locations where an efficient 
unit should harmonize with decora- 
tive surroundings. 




E504 
E506 



E-LITE 
No. E504 
Finish F12 (Tusk Ivory) 
G1060 Ornamental White Glass Reflector 
G1126 Lower Shade— Etched Glass 
Diam. Diam. 

Length Ref. Shade Price 

No Switch 3' 13' 6' 812.00 

Pull Switch 3' 13' 6 13.00 

Packed Four Units to a Carton 
(Note) Pendant Types have the Switch in Canopy 



Code 
Easel 
Eaves 



E508 
E509 



E-LITE 
No. E508 

Finish F12 (Tusk Ivory) 
G1060 Ornamental White Glass Reflector 
G1122 Lower Shade White Glass 
Diam. Diam. 
Length Ref. Shade Price 

No Switch 3' 13' 6' 810.00 

Pull Switch 3' 13' .6' 11.00 

Packed Four Units to a Carton 
(Note) — Pendant Types have the Switch in Canopy 




NO PACKAGE CHARGES. PRICES ARE F.O.B.CARS ST.LOUIS 




MAZE -LITE 



"" 



V 1 





3*5 




£**- 






No. M516 1 Light 

Cast Aluminum 

Height 12* Extends l%* O. A. 

Finish F206 (Old Ivory and Polychrome) 

45 2* Candle and Standard Medium Base 

Pull Chain Socket 

Price, S7.00 Code, Meek 

Packed two to a Carton 



4 



Maze-Lite 

No. M517 1 Light 

Brass 
Diameter of Reflector 12H" O. A. Diameter of Bowl 6 l A" 

Finish F206 (Old Ivorv and Polychrome) , 

G22 75— Translucent Ivory Colored Pressed Glass Bowl with Polychrome 

Price, $7.65 Code, Meal 

Packed in Individual Cartons 

Requires 100 or 150-watt Lamp 

Pull Switch SI. 00 Net Additional 





E-LITE 

No. E506 

Ceiling Type with same Finish and Glassware as on E504 

Price Code 

E506 No Switch $10.00 Eclat 

E507 Pull Switch 11.00 Edict 

Packed Four Units to a Carton 

(Note— See cross section above for standard arrangement of switch) 



E-LITE 

No. E510 

Ceiling Type with Same Finish and Glassware as on E508 

Price Code 

E510 No Switch $8.00 Elude 

E511 Pull Switch 9.00 Emery 

Packed Four Units to a Carton .» 

(Note — See cross section above for standard arrangement of switcw 



Pendant 
No. R512 1 Light 

Brass 

Length 36" Diameter 15" 

Finish F12 (Tusk Ivory) 

G1060 Reflector— G 1474 Diffusing Glass 

P100 Parchment Shade 

Keyless Socket and Joint — Tassel 

Price, $30.00 Code, Rinop 



No. R513 1 Light 

P444 — Parchment Shade with Closed Parchment Bottom 

(Shade same Design as P100) — No Bottom Diffusing Glass or Tassel 

Otherwise same specifications as above 

Price, $27.50 Code, Rinse 



Ceiling Type 

With same Canopy as used on RB19 

No. R514 1 Light 

Brass 

Length 15" Diameter 15* 

Finish F12 (Tusk Ivory) 

G1060 Reflector— G1474 Diffusing Glass 

P108 Parchment Shade 

Keyless Socket and Bridge — Tassel 

Price, $24.00 Code, Rinvo 



No. R515 1 Light, 

P445 Parchment Shade with Closed Parchment Bottom 

(Shade same Design as PI 08) — No Bottom Diffusing Glass or Tassel 

Otherwise same specifications as above 

Price. $21.50 Code, Riody 




i 



Pendant Type 

With same Hanger as used on R612 

No. R518 1 Light 

Brass 

Length 36" Diameter 15" 

Finish F12 (Tusk Ivory) 

G1060 Reflector— G1474 Diffusing Glass 

Silk Cord Stem and Tassel 

G1625— 15' Silk Shade Gold Rose or Putty 

(Specify Color Desired) 

Keyless Socket and Joint 

Price, S48.00 Code, Riona 

Ceiling Type 
No. R519 1 Light 

Brass 

Length 15' Diameter 15' 

Finish F12 (Tusk Ivory) 

G1060 Reflector— G 1474 Diffusing Glass 

G1625 Silk Shade — Gold Rose or Putty 

(Specify Color Desired) 

Keyless Socket and Bridge 

Price, $37.00 Code, Riope 



® 
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BRflSCOLITE 








No. R520 1 Light 

Brass and Aluminum 

Length 18* Extends 11* 

Finish F12 (Tusk Ivory) 

Pull Socket and Bridge 

Price, $12.50 Code, Riot 






vU^ 



No. R524 1 Light 

Brass and Aluminum 

Length 36* 

Finish F12 (Tusk Ivory) 

Pull Socket and Bridge 

Price, S7.50 Code, Ripdo 



^EdwinF.GuthCo. 



BWm^lB^^ H N0 PACKAGE CHARGES. PRICES ARE F.O.B.CARS ST.LOUIS 



MAGIC-LITE 

MAZE-LITE 

IIMDUSTROLITE 



No. R521 1 Light 

Brass and Aluminum 

Length 8* Diameter S\'o' O. A. 

Finish F12 (Tusk Ivory) 

Pull Socket and Bridge 

Price, S5.50 Code. Riovu 



No. R523 1 Light 

Aluminum 

Length 36* 

Finish F439 (Crackled Ivory) or 

Finish F463 (Crackled Gold) 

Pull Socket and Hickey 

Not Wired 
Price, S5.10 Code, Ripal 






No. R531 3 Lights 

Aluminum 

Length 5* Diameter 10" 

Finish F439 (Crackled Ivory) or 

Finish F463 (Crackled Gold) 

Receptacle and Hickev 

Not Wired 
Price. $7.50 Code. Risal 




No. R627 1 Light 

Brass and Aluminum 

Height 14' Extends 4*4' O. A. 

Finish F206 (Ivory and Polychrome) 

WxlX* Candle 

Pull Socket and Hickey 

Price. $8.00 Code, Ripga 



No. R628 2 Lights 

Spread 1V 2 ' O. A. 

Otherwise same specifications as 

above 

Price, SI 4.00 Code. Ripir 





No. R525 1 Light 

Aluminum 

Length 6* Diameter 5* 

Finish F439 (Crackled Ivory) or 

Finish F463 (Crackled Gold) 

Receptacle and Bridge 

Not Wired 

Price, $2.30 Code, Ripen 



MIRROR P05T OF 
DRESSER 
^ 




PLAN 



No. R522 1 Light 

Brass 

Extends 7" 

Finish F12 (Tusk Ivory) 

4^'xlK' Candle Pull Socket 

Wood Screws. Cord and Plug 

Price, $12.50 Code, Riozo 




No. R526 i Light 

Brass and Steel 

Length 8* Extends 4" 

Finish F443 (Grained Brown Walnut) 

Reflector Aluminum Lined 

Pull Socket and Screws 
Price, S7.00 Code, Ripfu 





No. R534 1 Light 

Brass and Aluminum 

Height 8 '4* Extends 5* O. A. 

Finish F206 (Ivory and Polychrome) 

Pull Socket and Hickey 

Price, $8.00 Code, Risky 



No. R535 2 Lights 

Spread 8* O. A. 

Otherwise same specifications as above 

Price, $14.00 Code, Risla 



No. R532 

Aluminum 

Length 10* Diameter 12* O. A. 

Finish F206 (Ivory and Polychrome) 

Receptacle and Hickey 

Lights Price Code 

R532 3 $15.00 Risex 

R533 4 17.00 Risiz 



No. R529 
Brass 
Extends 5* Spread 5>£*. Height 9" O. A. 
Finish F12 (Tusk Ivorv) 
Pull Socket and Hickey 
.. Lights Price 

5 529 1 $ 7.00 

*530 2 11.75 



Code 
Ripop 
Ripux 




, 



No. R536 

Brass 
Extends 4" Spread SH' Height 14K* O. A. 
Finish F12 (Tusk Ivory) 
M4'xlH' Pull Candle Socket Clear Tear Drop Hickey 
Lights Price Code 

R536 l S 7.50 Risno 

*537 2 12.75 Risol 



® 
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w 



No. E638 2 Lights 

Brass 

Height 13* Spread 6* 

Finish F334 (Old Brass and Polychrome) 

4j^'xlkt' Candles Amethyst Glass Ball 

Pull Sockets and Hickey 

Price, $25.00 Code, Ristu 
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IV1ACIC-LITE 

MAZE-LITE 
INDUSTROLITE 



No. EB43 1 Light 

Brass 

Length 23' Diameter 6' O. A. 

Finish F334 (Old Brass and Polychronw) 

Amethyst Glass Ball 

Price, $25.00 Code, Ritir 





No. R540 

Brass 

Length 42' Spread 17* 

Finish F334 (Old Brass and Polychrome) 

Amethyst Glass Balls 

Keyless Sockets and Joint 

Lights Price 

4 $67.50 

5 80.00 

6 92.50 



R540 
R541 
R542 



Code 

Ritam 

Ritby 

Riten 




No. RMS 

Brass 

Length 28' Spread 12' 

Finish F334 (Old Brass and Polychrome) 

Topaz Glass Balls 

Keyless Sockets and Joint 

Lights Price Code 

BUS 4 $62.50 Ritmu 

RMS 5 74.00 Ritor 

R647 6 85.50 Ritux 



No. RS39 3 Lights 

Brass 

Height 13' Spread 7' 

Finish F334 (Old -Brass and Polychrome) 

Topaz Glass Ball 

Pull Sockets and Hickey 

Price, $25.00 Code, Risuv 



No. R544 1 Lif ht 

Brass 

Height 13' Extends 6 . 

Finish F334 (Old Brass and polychrome 

Topaz Glass Ball 

Pull Socket and Hickey 

Price, SI 5.00 Code, Ritia 









No. R549 1 Light 

Brass 

Height 15' Extends T 

Finish F334 (Old Brass and Polychrome) 

5'xlK' Candle 

Pull Socket and Hickey 

Price, $15.00 Code, Rivda f 

No. R560 2 Lights 

Spread 6' 

Otherwise same specifications as above 

Price, S24.00 Code, Riven 



No. RMS 1 Light 

Brass 

Height 13' Extends 5' O. A. 

Finish F334 (Old Brass and Polychrome) 

4^'xl^' Candle 

Amethyst Glass Ball 

Pull Socket and Hickey 

Price $15.00 Code, Rival 



No. RB61 

Brass 
Length 42' Spread 17' 
Finish F334 (Old Brass and Polychrome) 
5'xlJ4' Candles. Amethyst Glass Balls 
Keyless Sockets and Joint 
Lights Price Code 

R551 4 S67.50 River 

R552 5 80.00 Rivim 

R553 6 92.50 Rivod 



© 
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BRflSCOLITE 
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' IVIAGIC-LITE 

J MAZE-LITE 
L INDUSTROLITE 



f 



No. RB54 1 Light 

Copper 

Height 17' Extends 8H' 

Finish Ft 25 (Antique Bronze) 

G700 5'x7' C. R. I. Cylinder 

Porcelain Keyless Socket and Joint 

Price, $35 . 00 Code, Rivuf 





ki 




\ 




No. R557 1 Light 

Brass 

Length 16' Diameter 6* 

Finish F334 (Old Brass and Polychrome) 

G700 5'x7* C: R. L Cylinder 

Keyless Socket and Joint 

Price, $29.50 Code, Roado 



R5B9 
R560 



No. R669 

Brass 

Length 13' Spread 12' 

Finish F334 (Old Brass and Polychrome) 

Topaz Glass Ball 

Keyless Sockets and Joint 

Lights Price Code 

3 $29.00 Roaga 

4 32 . 00 Roam 



/ 



No. RB62 1 Light 

Brass 

Height 15' Extends 5 l A' O. A. 

Finish F334 (Old Brass and Polychrome) 

5 "xl^" Candles 

Pull Socket and Hickey 

Price, $13.00 Code, Roape 



No. R663 2 Light 

Spread 6' 

Otherwise same specifications as 

above 

Price, $21.00 Code, Roard 



No. R556 6 Lights 

Brass 
Length 42* Spread 22" 
Finish F334 (Old Brass and Polychrome) 
6'xlJi' Candles 
Keyless Sockets and Joint 
Price, $86.00 Code, Roach 



No. R555 1 Light 

Brass 

Height 12^' Extends 7* O. A. 

Finish F334 (Old Brass and Polychrome) 

6'xlH" Candle 

Pull Socket and Hickey 

Price, $18,00 Code, Rivxo 



No. R558 2 Lights 

Brass 

Height 12 W Spread 6' 

Finish F334 (Old Brass and Polychrome) 

6'xlM* Candles 

Pull Sockets and Hickey 

Price, $30.00 Code, Roaff 





No. R661 6 Light 

Brass 

Length 42' Spread 21* 

Finish F334 (Old Brass and Polychrome) 

Keyless Sockets and Joint 

Price, $86.00 Code. Roanu 



% 
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No. R564 4 Lights 

Brass 

Length 42* Diameter 1 1* O. A. 

Finish F334 (Old Brass and Polychrome) 

4M'xl}4' Candles 

Keyless Sockets and Joint . . 

Price, S65.00 Code, Roast 

No. R665 4 Lights 

Diameter 13* 

Otherwise same specifications as above 

Price, $70.00 Code, Robab 




No. R666 3 Lights 

Brass 

Length, 8* Diameter 10* 

Finish F334 (Old Brass and Polychrome) 

Amethyst Glass Ball 

Receptacles and Hickey 

Price, SI 5.00 Code— Rober 




No. R567 3 Lights 

Brass 

Length 42* Spread 8.MT 

Finish F332 (Old Silver and Polychrome) 

6'xlH' Candles. Topaz Glass Ball 

PI 69 Parchment Shade 

Price, S70.00 Code. Robin 



© 
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fVIACCC-LITE 

MAZE-LITE 

INDUSTROLITE 




No. R587 1 Light 

Iron 

Height 7* Extends 5* O. A. 

Finish F368 (Rustic Iron and Polychrome) 

Pull Socket and Hickev 

Price, S7.50 Code, Rodfu 

No. R588 2 Lights 

Spread 6* 

Otherwise same specifications as ahove 

Price, S!2. 50 Code, Rodge 





R590 
R591 
R592 



No. R590 

Iron 

Length 17* Spread 14* 

Finish F3f>8 (Rustic Iron and Polvchrome) 

Amethyst Glass Ball 

Keyless Sockets and Joint 

Lights Price Code 

3 S23.00 Rodog 

4 27.50 Roduf 
6 36.50 Rogax 



mmsi 





No. RS79 1 Light 

Iron 

Height 13' Extends 5' O. A. 

Finish F368 (Rustic Iron and Polychrome) 

&A'*\\i" Candle 

Pull Socket and Hickey 

Price, $8.00 Code, Rocne 

No. R580 2 Lights 

Spread 5" 

Otherwise same specifications as above 

Price, $13.50 Code, Rocoh 



No. R589 1 Light 

Iron 

Length 26* Diameter 6' 

Finish F368 (Antique Iron and Polychrome) 

Topaz Glass Ball 

Kevless Socket and Joint 

Price, S 18.00 Code, Rodha 



R593 
R594 
R595 



No. RS93 

Iron 

Length 12* Spread 10' 

Finish F368 (Rustic Iron and Polychrome) 

Amethyst Glass Ball 

Keyless Sockets and Joint 

Lights Price 



$15.00 
19.50 
24.00 



Code 
Roger 
Roghi 
Rogly 
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BRASCOLITE 




No. R596 1 Light 

Iron 

Diameter 5 l A' 

Finish F368 (Rustic Iron and Polychrome) 

Receptacle and Bridge 

Price, $2.50 Code, Rogna- 







No. R698 1 Light 

Iron 

Length 36* Diameter 12" O. A. 

Finish F3G8 (Rustic Iron and Polvchrome) 

P409 Parchment Shade 

Keyless Socket and Joint 

Price, S24.50 Code. Rogue 




No. R697 1 Light 

Iron 

Height 19' Extends 10'4* O. A. 

Finish F368 (Antique Iron and Polychrome) 

G2305 5*x7* Crackled Amber Cylinder 

Pull Socket and Joint 

Price, $18.25 Code. Rogol 



No. R599 1 Light 

Iron 

Length 21* Diameter 6* 

Finish F368 (Rustic Iron and Polychrome) 

G2305 5*x7* Crackled Amber Cylinder. 

Topaz Glass Ball 

Keyless Socket and Joint 

Price, $16.25 Code, Rohan 



W600 
W601 



No. W600 
BRASCOLITE 

Metal 
Finish Leather Bronze 
Translucent Glass Bowl of Tuscan Design 
Reflector White Glazed Porcelain Enamel 
Medium Keyless Socket 
Extends Bowl 

Size-Watts Inches Glass Inches Price 

40- 75 12 G766 614 $15.50 

100 200 15 G765 8K 18. 00 



Code 
Wlaco 
Wlade 



W604 



No. W604 
BRASCOLITE 

Metal 
Finish Leather Bronze 
Translucent Glass Bowl of Tuscan Design 
Reflector White Glazed Porcelain Enamel 
Medium Keyless Socket 
Extends Bowl 

Size-Watts Inches Glass Inches Price 

40-75 15 G766 6H $13.00 



Code 
Wlafid 



V 




}, 





No. W602 
BRASCOLITE 
Translucent Glass Bowl of Tuscan Design 
Reflector White Glazed Porcelain Enamel 
Medium Keyless Socket 
Out Dia. Bowl 

Size-Watts Inches Glass Inches Price 

W602 40- 75 10 G766 &M $7 40 

W603 100-200 14 G765 8Ji 9.00 

Fan not included. Manufacturer's Name and Type Number of fan must 
be specified when ordering. 

Note— Any Type Brascolite can be furnished with attachments for con- 
nection to any type of ceiling fan. 



Code 
Wlafa 
Wlame 



No. K605 1 Light 

Reflector White Glazed Porcelain Enamel 

G2146 I0'x4' White Diffusing Glass 

Patented Spring Glass Holder — No Set Screws 

Mogul Socket and Bridge 

Price. $6.80 Code. Kabak 

Fan not included. Manufacturer's Name and Type of Fan to be used 

must be specified when ordering. u 



Pull Switch for Control of Light only at SI. 60 additional. 

Two Pull Switches for Separate Control of Single Speed Fan and Light, 
$3.20 additional. 

Two Pull Switches for Separate Control of Two or Three Speed Fan and 
Light at $7.60 additional. 

Pull Switches for Control of Fan are Furnished Wired with Terminals 
marked ready for connection to wires from fan, and replace Fan Switches regularly 
supplied with Fan, which may be omitted. 



<H$ 
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MAGIC-LITE 

MAZE-LITE 
INDUSTROLITE 



1 





<i 





No. W618 
BRASCOLITE 



• No. W606 1 Light 

BRASCOLITE 

Reflector White Glazed Porcelain Enamel 

Finish of Hanger and Band F334 (Old Brass and Polychrome) 

Translucent Pressed Glass Bowl 



W606 
W607 
W608 


Socket 
Medium 
Medium 
Mogul 


*ength Out Dia. 

Feet Inches Giass 
4 15 G1367 
4 19 G1368 
4 19 G1368 


Bowl 

ln< ii'-s 

9 

12 

12 


Price 

S12.00 

16.00 

16.00 


Code 
Wlare 
Wlaso 
Wlata 


W609 
W610 
W6H 


Socket 
Medium 
Medium 
Momil 


No. W6Q9 

Is the Fixture up 

Out. Dia. 

Inches Glass 

15 G1367 

19 G1368 

19 G1368 


to Arrow 

Bowl 

Inches 

9 

12 

12 


Price 

S 9.00 

13.00 

13.00 


Code 
Wlavo 
Wlaze 

Wleak 



No. W612 1 Light 
BRASCOLITE 

Reflector White Glazed Porcelain Enamel 
Finish of Hanger and Band F491 
(All White with Gold Twist Band on Reflector and Canopy) 
Plain Radiant Glass Bowl 





Length Out, Dia. 


Bowl 








Socket 


Feet 


Inches Glass 


Inches 


Price 


Code 


W612 


Medium 


4 


14 G627 


9 


$23.25 


Wleed 


W613 


Medium 


4 


18 G628 


UK 


29.25 


Wlema 


W614 


Mogul 


4 

On 


18 G628 

No. W615 1 

Is the Fixture up 

t. Dia. 


Light 
to Arrow 
Bowl 


29.25 


Wlend 




Socket 


Inches Glass 


Inches 


Price 


Code 


W615 


Medium 




14 G627 


9 


S19.00 


Wless 


W616 


Medium 




18 G628 


HH 


25.00 


Wlike 


W617 


Mogul 




18 G028 


11^ 


25.00 


Wlimp 



No. W618 
BRASCOLITE 

Reflector All White Glazed Porcelain Enamel 

Type W623 same as Type W618 — With Band Finished Leather Bronze 

Furnished without Additional Charge 

Translucent' Glass Bowl of Tuscan Design 









Out. Diam. 




Bowl 












Watts 


Socket 


Inches 


Glass 


Inches 


Price 


Code 


Type 


Code 


W618 


40- 75 


Medium 


10 


G766 


6H 


$ 6.40 


Wlink 


W6231 


Wlood 


W619 


100-200 


Medium 


14 


G765 


m 


8.00 


Wliss 


W624 


Wloom 


W620 


200 


Medium 


18 


G764 


11 


12,00 


Wloat 


W625 


Wlout 


W621 


300 


Mogul 


18 


G764 


11 


12 00 


Wloka 


W626 


Wlow 


W622 


400 500 


Mogul 


22 


G763 


14 


19.50 


Wlond 


W627 


Wlmlc 



i 



Additional length per foot SO. 80. For method of 
Pull Switch furnished at SI. 60 list additional. 



Lengthening see page 96. 



© 



No. W628 
BRASCOLITE 

Reflector same as Type W618— Hanger Finished Leather Bronze 
Type W633 same as Type W623— With Reflector 
Band Finished Leather Bronze 
Translucent Glass Bowl of Tuscan Design 
Out. Dia. 
Watts Socket Inches 

W628 40- 75 Medium 10 

W629 100-200 Medium 14 

W630 200 Medium 18 

W631 300 Mogul 18 

W632 400-500 Mogul 22 

Standard Length, 4 feet. Additional Length, per foot, S0.80. 

For Method of Lengthening, see note on page 96. 

Pull Switch furnished for any of the above at $1.60 list additional. 






Bowl 










Glass 


Inches 


Price 


Code 


Type 


Code 


G766 


6M 


$ 9.40 


Wlu ft 


W633 


Woard 


G76S 


w 


11.00 


Wtume 


W634 


Woast 


G764 


11 


15.00 


Wlunt 


W635 


Wodar 


G764 


11 


1 5 . 00 


Whirl 


W636 


Wodla 


G763 


14 


22.50 


Wlush 


W637 


Wodv 



No. W628 
BRASCOLITE 



(77*) 
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No. W638 
BRASCOUTE 



No. W638 
BRASCOLITE 

Reflector White Glazed Porcelain Enamel 

Band Finished Leather Bronze 
Translucent Glass Bowl of Tuscan Design 









Out. Dia. 




Bowl 








Watts 


Socket 


Inches 


Glass 


Inches 


Price 


Code 


W638 


40- 75 


Medium 


11 


G766 


6}i 


S 7.40 


Wogus 


W639 


100-200 


Medium 


15 


G765 


m 


9.00 


Wohda 


W640 


200 


Medium 


19 


G764 


11 


13.00 


Wolfo 


W641 


300 


Mogul 


19 


G764 


11 


13.00 


Wonny 


W642 


400-500 


Mogul 


23 


G763 


14 


20 . 50 


Wooky 



No. W643 
BRASCOLITE 

Reflector Same as Type W638 
Hanger Finished Leather Bronze 









Out. Dia. 




Bowl 








Watts 


Socket 


Inches 


Glass 


Inches 


Price 


Code 


W643 


40- 75 


Medium 


11 


G766 


6*A 


S10.40 


Wooth 


W644 


100-200 


Medium 


15 


G765 


&H 


12.00 


Wo rax 


W645 


200 


Medium 


19* 


G764 


11 


16.00 


Worcu 


W646 


300 


Mogul 


19 


G764 


11 


16.00 


Wordo 


W647 


400-500 


Mogul 


23 


G763 


14 


23.50 


Worne 



Standard Length, 4 feet. Additional Length, per foot, S0.80. 

For Method of Lengthening, see note on page 96. 

Pull Switch furnished for any of above at SI. 60 list additional. 




No. W654 
BRASCOLITE 

Three Chain Hanger 

Ornamental Ring and Hanger, Brass Metal 

Finished Antique Gold 

Fret in Old Ivor> — Reflector White Glazed Porcelain Enamel 

Translucent Pressed Glass Bowl 



Out. Dia. 


Bowl 






Watts Socket Inches Glass 


Inches 


Price 


Code 


W654 100-200 Medium 17 G1367 


9 


S21.00 


Wower 


W655 200 Medium 21 G1368 


11 M 


28.50 


Wowie 


W656 300 Mogul 21 G1368 


11H 


28.50 


Wowl 


Standard Length, 4 feet. Additional Length, per foot, S0.80. 




For Method of Lengthening, see note on page 96 








Pull Switch furnished for any of above at SI. 60 list additional. 




No. W657 








BRASCOLITE 








Is Fixture up to Arrow 








Out. Dia. 


Bowl 






Watts Socket Inches Glass 


Inches 


Price 


Code 


W657 100-200 Medium 17 G1367 


9 


$14.00 


Wract 


W658 200 Medium 21 G1368 


ny 2 


21 .50 


Wraid 


W659 300 Mogul 21 G1368 


11 H 


21.50 


Wrake 



No. W648 

No. W648 
BRASCOUTE 

Reflector is Solid Porcelain — All White Glazed 

Hanger — Finished Leather Bronze 

Translucent Glass Bowl of Tuscan Design 



No. W643 
BRASCOLITE 









Out. Dia. 


Bowl 








Watts 


Socket 


Inches Glass 


Inches 


Price 


Code 


W648 


40- 75 


Medium 


11 G766 


6K 


Sll.50 


Wosak 


W649 


100-200 


Medium 


14 G765 


8M 


18.00 


Wosom 


W660 


300 


Mogul 


17H G764 


11 


29.50 


Wosul 


Standard Length, 4 feet. 


Additional Length, per foot, $0.80. 










No. W651 














BRASCOLITE 














Is Fixture up to Arrow 












Out. Dia. 


Bowl 








Watts 


Socket 


Inches Glass 


Inches 


Price 


Code 


W651 


40 75 


Medium 


1 1 G766 


6H 


$ 8.50 


Wound 


W652 


100-200 


Medium 


14 G765 


»H 


15.00 


Wo urn 


W653 


300 


Mogul 


\l\i G764 


11 


26.50 


Wo wan 







i¥ 



■> v^sw' ; 






<?{■. 



To Reduce Mogul Socket to Medium Base use Adapter at S0.60 additional. 




No. W654 



^'Edwin FGuth Co. 
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NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST.LOUIS 
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No. W660 
BRASCOLITE 



No. W660 
BRASCOLITE 

Ornamental Ring, Brass Metal 
Finished Antique Gold 
Fret in Old Ivory— Reflector White Glazed Porcelain Enamel 
Translucent Glass Bowl of Tuscan Design 



W660 
W6S1 
W662 



Watts 

100-200 

200 

300 



Socket 
Medium 
Medium 
Mogul 



Out. Dia. 

Indies 

17 

21 

21 



Glass 
G765 
G7f>4 
G764 



Bowl 
Inches 

11 
11 



Price 
SI 5. 00 
23.00 
23.00 



Code 
Wraraa 
Wrave 
Wrawn 



No. W663 
BRASCOLITE 

Ornamental Ring and Hanger, Brass Metal 

Finish Antique Gold 

Fret in Old Ivory — Reflector White Glazed Porcelain Enamel 

Translucent Glass Bowl of Tuscan Design 









Out. Dia. 




Bowl 






Watts 


Socket 


Inches 


Glass 


Inches 


Price 


W663 


100 200 


Medium 


17 


G765 


&H 


S18.00 


W664 


200 


Medium 


21 


G764 


11 


26.00 


W665 


300 


Mogul 


21 


G764 


11 


26.00 



Code 
Wraze 
Wread 
Wreain 



Standard Length, 4 feet. Additional Length, per foot. $0,80. 

For Method of Lengthening, see note on page 96. 

Pull Switch furnished for any of ahove at SI. 60 list additional. 



R666 
R667 



No. R666 

Made of Metal. Finished Old Gold 
5"x\%' Candles 
Keyless Sockets 
Height Extends 
Lights Inches O.A. Inches Price 
2 13 7 S1O.00 

1 13 9 6.50. 



Code 
Roheh 
Rohoz 



Canopy Switch furnished at $2.50 additional. 





No. W672 
BRASCOLITE 

Reflector White Glazed Porcelain Enamel 
Ornamental Band is Compo 
Finished Old Gold 
Translucent Glass Bowl of Tuscan Design 
Out. Dia. Bowl 





Watts 


Socket 


In. 


Glass 


In. 


Price 


Code 


W672 


100-200 


Medium 


16 


G765 


«K 


SI 7. 00 


Wrihe 


W673 


200 


Medium 


20 


G764 


11 


25.00 


Wrick 


W674 


300 


Mogul 


20 


G764 


11 


25.00 


Wrief 


W675 


400 500 


Mogul 


24 


G763 


14 


35 . 10 


Wrier 



No. W663 
BRASCOLITE 







No. W668 

BRASCOLITE 

Reflector White Glazed Porcelain Enamel 

Ornamental Band is Compo 

Band and Hanger — Finished Old Gold 

Translucent Glass Bowl of Tuscan Design 

Out. Dia 
Watts Socket Inches Glass 
£668 100 200 Medium 16 G765 
£669 200 Medium 20 G764 

£670 300 Mogul 20 G764 

V671 400-500 Mogul 24 G763 



Standard Length. 4 feet. Additional Length, per foot, SO. 80 
Pull Switch furnished for any of above at SI .60 additional 
I'or Method of Lengthening, see note on page 96. 



Bowl 






In. 


Price 


Code 


8 H 


S22.50 


Wredo 


11 


30 . 50 


Wreed 


11 


30 . 50 


Wrema 


14 


40.60 


Wreve 



No. W668 
BRASCOLITE 



Any "Sprayed Bronze" Finish on Compo Fixtures without 
extra charge. 

Old Ivory. 10% additional. 

Burnished Gold Leaf Finishes. 25%. additional. 



® 



dB 
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No. R680 1 Light 
Ceiling Type 
Steel Flange 
Finish F170 (Leather Bronze) 
Translucent Pressed Glass Bowl 
Porcelain Enameled Inside Reflector 
Medium Socket and Bridge 
Out. Dia. Glass Size Price 

R680 9* G2829 9' $6.05 

R681 12' G2830 11* 8.60 



No. R682 1 Light 

Pendant Type 

Steel Hanger and Canopy 

Finish F170 (Leather Bronze) 

Otherwise same specifications as above 

Length Out. Dia. Glass Size Price 

48" 9' G2829 9' $ 8.05 

48' 12' G2830 11' 10.60 



R676 
R677 
R678 
R679 



Socket 
Medium 
Medium 
Medium 
Mogul 



No. R676 1 Light 

Brass ■ 
Finish F22 (Brush Brass) 

Opal Glass Bowl 
Keyless Socket and Hickey 





Train Shed Fixture 

(Pal. Pond.) 

Weatherproof — Dust- Proof — Bug- Proof 

Permanent Finish 

Easily and quickly cleaned and relamped 

Globe supported by Bronze Guard. Adjustable Screw Tension and 

Felt Gasket 

Top of holder tapped for %' Conduit 

No. R693 

Cast Iron Reflector 

Bronze Strap 

Reflector Outside — Brown Porcelain Enamel 

Reflector Inside — White Porcelain Enamel 

G2849 Monax Diffusing Glass 

Keyless 

Socket Length Out. Dia. Glass Price 

Medium 1894* 13* 13*xt2* 825.50 

Mogul 18%* l.r 13*xl2' 25.50 




T 





Length 
48' 
48' 
48' 
48' 



Out. Dia. 
10" 
12' 
14' 

14' 



Glass 
G2836 
G2835 
G2834 
G2834 



Size 
10'x4' 
12'xS' 
14'x6' 
14'x6' 



Price 
$5.90 
7.50 
8.90 
9.10 



Code 

Roil 

Roime 

Rokal 

Rokbu 



R684 
R685 
R686 
R687 
R688 



Socket 
Medium 
Medium 
Medium 
Medium 
Mogul 



No. R684 1 Light 

Brass 

Finish F22 (Brush Brass) 

R. O. Marbo Glass 

Keyless Socket and Hickey 



Length Out. Dia. Glass 



48' 
48" 
48' 
48* 
48' 



6' 
8' 
10' 
12' 

14" 



G553 
G554 
G555 
G556 
G557 



Size Price 

6"x3H' S6.30 

8*x4' 7 . 75 

10'x5* 9.80 

12'x6* 14.40 

14'x9' 20.85 



Code 
Rolco 
Role* 
Rolfe 
Rolku 
Rolla 







No. R695 1 Light 










Brass 










Length 42' 










Finish F125 (Antique Bronze) 










Opal Glass Uowl 










Keyless Socket and Hickey 








Socket 


Out. Dia. Glass Size 


Price 


Code 


R696 


Medium 


10* G2836 10*x4' 


SI0.15 


Ronof 


R696 


Medium 


12* G2835 12*x5* 


11.85 


Rood 


R697 


Medium 


14* G2834 14'x6" 


13.35 


Roofa 


R698 


Mogul 


14* G2834 14"x6" 

No. R699 

Is Fixture up to Arrow 


13.55 


Roogu 




Socket 


Out. Dia. Glass Size 


Price 


Code 


R699 


Medium 


10" G2836 10'x4' 


$6.40 


Rooke 


R700 


Medium 


12" G2835 12'x5' 


8.10 


Roolu 


R701 


Medium 


14" G2834 14*x6' 


9.55 


Roomy 


R702 


Mogul 


14" G2834 14'x6" 


9.80 


Roono 



3**Edwin F.Guth Co. 
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R711 

R712 
R713 



No. R711 1 Light 

Brass 

Finish F22 (Brush Brass) 

Opal Glass Shade 

Medium Keyless Socket and Hickey 

Out. 

Dia. Glass Size Price 

6' G355 6"x2'4" $2.30 
7* G356 7'x2J4* 2.45 
8* G358 8'x2)4" 2.75 



Code 
Ropom 
Ropuz 
Roran 
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The AGLITE Hue of porcelain enamel units is ideal for use wherever clean 
liness and sanitation are paramount. Thev harmonize perfectly with the in 
tenors of white tiled bathrooms, kitchens, hospitals, laboratories, etc. 
i™ Wh *i canopie / are stamped from a single piece of heavy gauge Armco 
iron and three coats of permanent porcelain enamel are then fused on at 1 600 
degrees Fahrenheit in our electric porcelain enameling furnaces. This process 
insures a smooth surface that is self-insulated and is guaranteed not to check 
peel, tarnish, rust or discolor. ' 

No metal parts are visible, as AGLITES require no projecting set screws. 
The pure white glass shade is attached by means of a concealed metal screw 
S* holds the glass firmly in place yet permits its adjustment in the 
bracket types so that the light may be directed wherever required 

A. damp cloth rubbed once over the fixture makes it bright and clean. 

Installation is made direct to house wires in five minutes with only screw 
driver and pliers. No canopy insulator is required. No splicing, soldering or 
taping of wires is necessary. 

Standard colors — White, Old Ivory and Gray. 

All parts furnished ready for installation. 




No. A728 

Diameter 4-Hi* 

Medium Socket Keyless only 

Price, $1. 70 Code, Adobe 

Ball Lamp not included 

Standard package— Carton of four 



No. A722 
Length Dia. of . 
Socket O. A. Canopy Glass 

Keyless iy 2 ' 4 l A' G1382 

. Pull Chain ?y 2 ' 4j|" G1382 
Standard package — Carton of four 
Wire Guard, S4.00 additional 



Dia. of 

Shade Price 
6ii' 82.75 
6H' 3.60 



Code 
Abaca 
Abaft 






*,. K r1=l„l l„.i. 




No. A724 

With Adjustable Shade 
Extends 
Socket O. A. Glass Price 

A724 Keyless 8^* G196 S2.75 

A725 Pull Chain S l A' G196 3.60 

Standard package; — Carton of four 
Wire Guard, S4.00 additional 



Code 

Abash 
Abhor 





A729 
A730 



No. 729 
With Adjustable Shade 
Canopy 6J-g*x5* 
Extends 
Socket O. A. Glass 

geyless Q^' G196 

Pull Chain 9 l A' G196 

Plug Receptacle Included 
Standard Package— Carton of Four 



Price Code 

S4 10 Adown 

4 95 Agate 



R703 
R704 
R705 
R706 



R707 
R708 
R709 
R710 



Socket 
Medium 
Medium 
Medium 
Mogul 



No. R703 1 Light 

Brass 
Length 48' 
Finish F125 (Antique Bronze) 
Polvcase Glass Bowl 
Kevless Socket and Hickey 
Out. Dia. Glass Size 
10' G257I 10'x4* 

G2576 
G2573 
G2574 



12' 
14* 
16' 



12'x4* 
14*x6* 
16'x6" 



Price Code 

$21.20 Roose 

22.45 Roost 

25.40 Root 

30.45 Rooze 



Socket 
Medium 
Medium 
Medium 
Mogul 



No, R707 1 Light 
is Fixture up to Arrow 



Out. Dia. 
10* 
12" 
14" 
16" 



Glass 
G2571 
G2576 
G2573 

G2574 



Size 
10*x4* 
12"x4* ' 
14"x6* 

16"x6" 



Price 
SI 5. 55 
16.90 
19.85 
24 . 95 



Code 
Ropaf 
Roper 
Ropfo 
Ropix 



No. R714 1 Light 

Pendant Type 

Brass 

Finish F12 (Tusk Ivory) 

G2843 Ornamental White Glass Reflector 

Plain Radiant Glass Bowl 

Medium Keyless Socket and Joint 

Out. 

Length Dia. Glass Size Price Code 

R714 48* 13' G2838 7* $10.45 Rordu 

R715 48" 13" G2839 9" 12.90 Roreo 

No. R716 
Ceiling Type 
Same Finish and Glassware as R714 
Out. 

Dia. Glass Size Price Code < 
R716 13* G2838 7* S 8.70 Rorif 

R717 13* G2839 9* 11.15 Rorma 



R718 
R719 
R720 



No. R718 1 Light 

Brass 

Length 48" 

Finish F126 (Verde Gold) 

Celestialite Glass Bowl 
Kevless Socket and Hickey 
Out 
Socket Dia. Glass 
Medium 10" G2621 
Medium 13' G2622 
Mogul 13* G2622 



R721 Mogul 16' G2623 



Size 
10*x5" 
13'x6* 
13"x6* 
16*xS' 



Price Code 
$15.20 Roroz 
21 .45 Rorra 
2 1 . 65 Rorud 
39.00 Rosal 



) 



v. i 



Method of Installing Aglite Ceiling and 
Bracket Types 

Bridge (No. 1) is attached to any standard 
outlet with locknut furnished. 

Attach house wires to porcelain socket (No. 3). 
and clamp it in canopy (No. 5). 

Place canopy In position towards ceiling (or 
wall) with screws (No. 2), projecting through key- 
hole slots (No. 4). 

Turn canopy to right and tighten screws 
(No. 2) with screw driver. 

Glass shade (No. 6) is then placed over Bakelite 
screw collar of socket and held in position by 
patented, internal threaded collar (No. 7). 

When light is installed no metal parts are 
visible. 



726 
•727 



No. A726 
Cast Iron 
Finish — White Porcelain Enamel 
Extends Dia. of 
Socket O.A. Canopy 

Keyless 4%' 4'4" 

Pull Chain 4J4" 4_j|* 



Ball Lamp not furnished 



Price 

$4.85 

5.55 



Code 
Acrid 
Addle 



** 



•** 



No. A731 

With Adjustable Shade 
„ . . Flush Type Bracket 

Combines Light Plug Receptacle and Toggle Switch 
lixtends Mush 

9i£- ~ lat , e ,, Glass Price Code 

6H 9"xiW G196 813.50 Aglee 

Plug Receptacle Included 
standard tandem two-gang switch box should be pro- 
vided for mounting this unit. Mounting 
screws spaced 6jf* on centers 
the long switch lever may be operated with back of 
hand or elbow if desired 
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This unit has proved most efficient and practical for operating 
rooms 

Aux 
room, 
semi-c 



uxiliary lamps on canopy provide general illumination for the 
11, and center light tinder reflector provides a large volume of 
l-concent rated diffused light on table or chair. 







Auxil- 




Howl 


Service 


iary 




Inches 


Lights 


Lights Price 


Code 


8 


1 


None $ 9.50 


Rosex 


9 


1 


1 13. SO 


Roslu 


9 


1 


2 15.00 


Rosma 



No. R732 
Bowl — Ixwer Part Opal Cased— Upper Part Clear 
Reflector White Glazed Porcelain Enameled 
Out. 
Diam. 
Size-Watts Inches Glass 
R732 40-75 10 G236 

R733 100-150 14 G235 
R734 100-150 14 G235 

Pull Switch for control of one light, SI. 60. 
Pull Switch for control of two lights, S2.50. 

The additional tights in larger size fixture are for punwse. of night or special 
requirements in addition to regular service light. 



NOSHADOLITE 

This efficient unit was designed by our engineers in con- 
junction with several of the best known surgeons in the United 
States. Its efficiency is attested to by the fact that nearly every 
hospital of prominence in this country has one or more 
Noshadolites. 

The fixture consists of a ring six feet in diameter on which 
is firmly fastened eight parabolic reflectors. The unit is sus- 
pended from a ceiling plate by a center stem. The ceiling 
plate, if desired, may be equipped with eight frosted ball lamps 
for emergencies or for general illumination of the room. 

The eight parabolic reflectors are so arranged that the 
special frosted ball lamps contained in them are concealed 
from the eyes of the surgeon. Their light is focused on the 
operating table, the area of greatest intensity being between 
18 and 24 inches. A stem attached to the ball and socket 
mechanism in center of the light, controls the position of all 
of the parabolic reflectors at once and a slight movement of 
the stem permits instant concentration of the light rays on 
any portion of the patient's body. The adjusting stem is 
placed within easy reach, but is high enough so it cannot inter- 
fere with the surgeon. The reflectors are permanently adjusted 
at our factory and cannot get out of alignment. 

Because of the scientific design of the Bartlett Noshadolite 
the concentrated light from the eight reflectors, which are 
equidistantly spaced on the large ring, enables the surgeon to 
bend over patient without making any perceptible shadow. 
This is an invaluable aid in successful surgery. 

Fixture is furnished wired either for one or two circuits, to be 
controlled by wall switch. A single pole or two circuit pendant 
switch can be provided instead of wall switch control if 
preferred. 

The open construction of the Noshadolite permits its sus- 
pension under skylights without obstructing the daylight. 
Noshadolite is substantially made and easily cleaned. 
Fixture should be mounted eight feet, six inches from floor 
to center of ring to bring lights into proper focus on table. For 
this reason, the ceiling height must be given when ordering. 







No. R767 1 Light 

Steel 

Finish — White Porcelain Enamel Inside 

and Outside 

Medium Keyless Socket and Joint 

Out. Dia. 











Inches 


Price 


Code 


R767 


8 


S 6.50 


Rouse 


R758 


10 


7.25 


Rovad 


R7S9 


12 


9.00 


Rovdo 


R780 


14 


11.00 


Rover 




No. R735 4 Lights 

Wired Complete 

Finished all White 

Three Porcelain Receptacles in Ceiling Plate 

Standard Length, 60 inches 

Extra Lengthening, per foot, S2.00 

Diam. 



. | 



Size-Watts 

R735 75-150 
R736 200 

R737 300-500 



Socket 
Medium 
Medium 
Mogul 



Spread 
Inches 

14 

20 

26 



Glass 
G627 
G628 
G629 



Bowl 

Inches 

9 

U% 

16 



Price Code 

S3 8. 00 Roson 

46.00 Ross 

66.00 Rosta 



No. R745 1 Light 

Steel 

Finish — Porcelain Enameled Outside in Old Ivory or Gray 

Reflector Inside Flange White Porcelain Enamel 

G1050 C. R. I. Glass 

Medium Keyless Socket, Bridge and Hickey 

Patented Spring Glass Holder 
Out. Diam. Glass 

Inches Size Price Code 

6 6'x3^' S2.65 Rovit 

8 8*x4* 3.50 Rovox 

10 10*x5' 6.55 Rowan 

17, 12*x6* 8.30 Rowdy 



R745 

R746 
R747 
R748 

Not 



-When ordering, specify finish of flange desired. 



No. R738 1 Light 

Is Fixture up to Arrow 

All White Porcelain Enamel 





No. R768 1 Light 

Steel 

Finish — Porcelain Enameled Outside in Ivory or Gray 

Reflector Inside Flange White Porcelain Enamel 

Polycase Glass Globe 

Keyless Socket, Bridge and Hickey 

Patented Spring Glass Holder 

Out. Dia. 

Socket Ins. Glass Size Price Code 

R76S Medium 10 G2624 10*x5* S 7.55 Royuz 

R769 Medium 13 G2625 13'x6' 11.80 Rubaz 

R770 Mogul 13 G2625 13'x6' 12.20 Rubex 



No. R771 1 Light 

Celestialite Glass Globe 

Otherwise same Specifications as R768 

Out. Dia. 

Socket Inches Glass Size Price 

R771 Medium 10 G2621 10'x5' $11.85 

R772 Medium 13 G2622 13'x6' 18.15 

R773 Mogul 13 G2622 13 r x6' 18.55 



Code 
Rubid 
Ruble 
Rubna 
Note — When ordering, specify finish of flange desired. 



\ ': 



This picture shows correct 
position of light filament 
for total indirect units 
R761-R765. 




Pull Switch furnished for any of the above at SI .60 list additional. 




Price 

$22.00 

28 00 

46.00 



Code 
Rosye 
Rota! 
Rotbe 



O* 



For a, f , # 

^ com*- 




to 





Out. Dia. 


tor 


R741 


Sfeet 


6 


R742 


Sfeet 


8 


R743 


Sfeet 


6 


R744 


Sfeet 


8 



No. R741 

Brass 

Finish— Dull NickeP 

Reflectors Polished Silver Inside 

Number of Lights 

Reflec- Reflex Total 

Canopy Gas Aux. Lights 

None None 8 

8 None 16 

None 4 1 2 

8 4 20 



No. R749 1 Light 

Steel 
Finish — Porcelain Enameled Outside in Ivory or Gray 
Reflector Inside Flange White Porcelain Enamel 
Polycase Glass Urn 
Keyless Socket, Bridge and Hickey 
Patented Spring Glass Holder 
Out. 
Diam. 
Socket Inches Glass Size Price 

Medium 10 G2571 10'x4* $ 6.75 

Medium 12 G2576 12"x4' 8.00 

Medium 14 G2573 14'x6' 10.35 

Mogul 16 G2574 16'x6' 15.60 



'49 
f50 

?52 
Not 



Code 
Rowel 
Rowip 
Rowot 
Rovvum 



No. R761 1 Light 

Length 28" O. A. 

Bowl — Steel — Porcelain Enameled 

White Inside and Outside 
Stem — Iron — Sprayed to Match 
Keyless Socket, Bridge and Hickey 
Out. Dia. 
Inches Price 
1034 $6.65 
14J4 7.65 
18 9.30 

18 9.55 

22 13.00 _ 

Adjustable screw permits raising or 
lowering of socket to insure proper 
position of light filament. 



Socket 
R761 Medium 
R762 Medium 
R763 Medium 
R764 Mogul 
R766 Mogul 



Code 
Roxud 
Roy ad 
Roybu 

Royet 
Royfo 



Socket 
R774 Medium 
R776 Medium 
R776 Medium 
RT77 Mogul 



No. R774 1 Light 

Steel 
Finish — White Porcelain Enamel 
White Diffusing Glass Urn 
Keyless Socket and Bridge 
Out. Dia. 
Inches Glass Size 
10 G2836 10'x4' 

12 G2835 12'x5' 

14 G2834 14'x6" 

14 G2834 14'x6' 



Price 

$275.00 

290.00 

311.00 

333 . 50 



White Porcelain Enamel Finish 10 % Extra. 
Each Fixture Complete. Ready to Install. Special 115 volt 
Frosted Ball Lamps Included. 



Code 
Roudu 
Rouen 
Rouge 
Rouha 



For length over 12 feet add Si. 00 extra per foot. 
When single pole pendant switch is desired add $6.00 
For two circuit pendant switch add $9.00. 



: 



-When ordering, specify finish of flange desired. 

No. R7B3 

Celestialite Glass Urn 

Otherwise same Specifications as R749 

Out. Dia. 

Socket Inches Glass Size Price Code 

4753 Medium 10 G2563 10'x4' $11.35 Roxay 

R754 Medium 12 G2568 12"x4" 15.30 Roxel 

R75B Medium 14 G2565 14'x6' 19.90 Roxiv 

R756 Mogul 16 G2566 16"x6' 29.95 Roxon 



No. R7G6 1 Light 

Iron 

Extends 8* O. A. 

Finish — Porcelain Enameled 

G2822 Opal Glass Shade 

Medium Socket and Bridge 

Diam. 

Socket Glass Price Code 

R766 Keyless 6%' $5.75 Royop 

R767 Pull Chain 6M' 6.30 Royra 



Note — When ordering, specify finish of flange desired. 
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Magic-Lite is completely en- 
closed. 

Practically dust-proof. Highly 
efficient. 

Brilliancy without glare. 



Patented Spring 
Holder Makes 
Cleaning Easy — 
No Set Screws — 
Globe is Held Se- 
curely and Cannot 
Fall or Rattle in 
Holder. 
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GUTH REFLECTOR PLANGE 

Material— The Guth Reflector Flange is unusually strong and "substantial 
as it is drawn from a single piece of heavy gauge Armco Iron. 

Finish— Three coats of permanent porcelain enamel are baked on at high 
temperature in our Electric Enameling furnaces, producing a surface that is 
perfectly smooth. This porcelain finish is permanent and cannot check 
P roof° r C ° Guth FIa °8 es are Time-proof, Weather-proof and Rust- 

Mounting— Each Guth Flange is furnished with all necessary parts (in- 
cl " d »nB receptacle) ready for installation. The threaded bridge may be 
attached to fixture stud or screwed to ceiling. Concealed screws in keyhole 
slots permit quick attachment of flange against the ceiling. Our patented 
porcelain receptacle is connected direct to house wires without splicing, soldering 
or taping. No canopy insulator is required. A screw driver and pliers are all 
the tools needed to install a Guth Flange complete in five minutes time. 

Spring Glass Holder— The Guth Flange requires no bothersome set 
screws to hold glassware. Two extended lips are punched at a 45° angle and 
glassware of any standard size may be held securely in place by placing the lip 

KEYLESS 

Out. Din. 
Inches 

6 

10 

10 
♦Furnished in Keyless only. 
"Has concealed screw collar instead of spring glass holder. 



of the globe over horizontal metal tips and releasing the eccentric spring trigger 
on one side. . This grips the glass firmly without the possibility of falling, 
rattling or breaking. 

Cleaning and Re-Lamping— Removal of glassware for cleaning or re- 
lamping is the work of an instant. Simply releasing the spring trigger enables 
one to remove the globe without any further effort. This remarkably easy 
method prevents breakage of glass and a decided saving is effected particularly 
where a large number of units are installed. 

Suggested Applications— Guth Reflector Flanges are especially suited 
for Offices and Public Buildings, Schools, Semi-Outdoor Pavilions, Stores. 
Kitchens and Hospitals. \ 

Colors— The standard colors are White, Old Ivory and Gray. Color 
desired must be specified when ordering. 

Glassware— Any glass of standard fitter dimensions may be used with the 
Guth Flange. Several types of glassware are shown below to illustrate the 
neat appearance and adaptability of the Guth Reflector Flange 





Socket 


*K790 


Medium 


°K791 


Medium 


K792 


Medium 


K793 


Medium 


K794 


Medium 


K795 


Medium 


K796 


Mogul 



Size, Fitter 


List 


Code 


Ball Lamp 


SI . 70 


Kanah 


2M" 


1.95 


Kango 


3g». 


2.35 


Kanun 


4* 


2.50 


Karon 


5" 


2.70 


Karri 


6" 


3.00 


Kasba 


6' 


3.50 


Kauri 



WITH PULL CHAIN SOCKET 

Out. Dia. 

Socket Inches Size Fitter List Code 

Medium 4^ %\£\ $2.80 Kedah. 

Medium 6 314' 3.10 Kedge'* 

Medium iy 2 4' 3. 25 Kelde 

Medium 8H 5' 3.45 Kelep 

Medium 10 6* 3.75 Kench 

„ M ?Kul 10 6' 5.30 Kensa 
*Has pull switch. 

Note — Guth Reflector Flange extension bridge and socket are patented 
devices. Patent is pending on Spring Glass Holding Device. The Guth 

Flange meets all the requirements of the National Board of Fire Underwriters' 
Laboratories. 



K797 
K798 
K799 
K800 
K801 
*K802 









Socket 


Inches 


R778 


Medium 


10 


R779 


Medium 


12 


R780 


Medium 


14 


R781 


Mogul 


14 



No. R778 1 Light 

Steel 

Length 48' 

White Diffusing Glass Urn 

Finish — White Porcelain Enamel 

Keyless Socket and Hickey 

Out. Dia. 

Glass Size 

G2146 10'x4' 

G2145 12*x5* 

G2144 14"x6' 

G2144 14'x6' 



Price 


Code 


$10.70 


Ruche 


12.70 


Rucno 


14.45 


Rucob 


14.75 


Rucuz 



K782 
K783 
K784 



No. K782 1 Light 

Reflector White Glazed Porcelain Enamel 
Finish of Band and Hanger F170 (Leather Bronze) 
White Diffusing Glass Globe 
Out. Dia. 
Watts Socket Inches Glass 

50- 75 Medium 11 G2141 

100-200 Medium 15 G2142 
300-500 Mogul 19 G2143 



Size 


Price 


Code 


7'x4' 


$ 9.50 


Kabak 


9'x5' 


10.55 


Kabru 


U'x6' 


13.40 


Kafir 



KITCHEN UNIT 

Illustrating patented extension bridge for pendant 
plug- in switch for use with Guth Reflector Flange. This 
neat, strong porcelain enameled reflector bridge projects 3*4 
beyond the upper edge of the Flange. 

This type of kitchen unit permits the use of various 
electrical appliances without interfering with the light — 
simply plugging in makes the connection. The plug also 
independently controls the light. The extended bridge can 
be furnished for any size Guth Reflector Flange except K790 
(Ball Lamp) and K791 (2J4' size). 



Standard Length, 4 feet. Additional Length, per foot, $0.80. 



No. K786 1 Light 

Is Fixture up to Arrow 
Out. Dia. 
Watts Socket Inches Glass Size Price 

K785 50- 75 Medium 11 G2141 7'x4* $ 6.50 

K786 100-200 Medium IS G2142 9'x5' 7.55 

K787 300-500 Mogul 19 G2143 ll r x6' 13.40 

Pull Switch for any of above types, $1.60 list additional. 
All types are packed complete in individual cartons. 



No. K788 
Price of extended bridge, $0.90 each 



Code, Kalmo 



Code 
Kagul 
Kalab 
Kalen 



303 
$04 
305 
806 



Socket 

Medium 

Medium 

Medium 
Mogul 



No. R803 1 Light 

Guth Reflector Flange 

White Diffusing Glass Globe 

Keyless Socket, Bridge and Hickey 

Spring Glass Holder 
Out. Dia. 
Inches Glass Size 

7 G2141 7'x4" 

9 .G2142 9*x5' 

11 G2143 11 'x6' 

11 G2143 ll*x6' 



No. K789 

Convenience outlet switch and five feet of special cord. 
$2.00 net extra. Code, Kampa 



Price 
$3.95 
5.40 
7.55 
8.05 



Code 
Rudam 
Ruddy 
Rudex 
Rudfi 



R807 
R808 
R809 
R810 



Socket 

Medium 

Medium 

Medium 

Mogul 



No. R807 1 Light 
Guth Reflector Flange 
White Diffusing Glass Globe 
Keyless Socket, Bridge and Hickey 
n Spring Glass Holder 

Out. Dia. 
Inches Glass Size 

10 G2146 10'x4' 

12 G2145 12'x5' 

14 G2144 I4*x6' 

14 G2144 14'x6' 



Price 
S5.45 
7.35 
9.10 
9.60 



Code 
Rudit 
Rudon 
Rufax 
Rufbe 



NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST.LOUIS 




^EdwinF.GuthCo; 

lighting equipment 

ST, LOU IS. U.S.A. J 



NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST.LOUIS 



IVl AGIC-LITE 
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PORCELAIN ENAMEL SWITCH PLATES 
MADE IN ALL SIZES AND FOR EVERY TYPE OF WALL SWITCH 



Type 
K8ii 
K812 
K813 



KS14 

K815 
K816 

K817 
K818 
K819 



TUMBLER SWITCH PLATE 

For Switches of 

Arrow Elec. Co. 

Hart Elec. Co. ("Diamond H") 

Harvey Hubbell Co. 

Manhattan Elec. Co. 

No. Gangs List 

Single $0.30 

Two .72 

Three 1.08 

Trumbull-Vanderpoel Elec. 

Mfg. Co. 

Single $0.30 

Two .72 

Three 108 

Hart & Hegeman Mfg. Co. 

Single $0.30 

Two . 72 

Three 1.08 



V. 

f 



STANDARD PUSH BUTTON PLATES 
Type No. Gangs List Code 

K823 Single SO. 30 Kidel 

K824 Two .72 Kidini 

K825 Three 1.08 Kidox 



Code 
Keme 
Kesar 
Kexan 



Kibef 
Kibon 
Kibud 

Kibva 
Kical 
Kicix 



1 



Type 
K831 
K832 
K833 

K834 
K83B 
K836 



K837 
K838 
K839 



TUMBLER SWITCH PLATE 
For Switches of 
General Electric Co. 

No. Gangs List Code 

Single $0.30 Kifud 

Two . 72 Kigal 

Three 1.08 Kiger 

Bryant Elec. Co. 

Single $0.30 Kjgil 

Two . 72 Kigon 

Three 1.08 Kigub 

Connecticut Elec. Mfg. Co. 
Jno. J. Paulding Co. 

Single $0.30 Kilba 

Two . 72 Kilen 

Three 1.08 Kilig 




IflDUSTROLITF 

THE FACTORY FIXTURE ^ 



Efficient— Permanent — Weather-proof 

Made of Armeo Iron 

Inside — White Porcelain Enamel 

Outside— Olive Green Porcelain Enamel 

burnished complete with patented receptacle 

having protected terminals 








No. K843 












Out* Dia. 








Watts 


Socket 


Inches 


Price 


Code 


K843 


.SO- 75 


Medium 


10 


$3 . 75 


Kiner 


£844 


100-200 


Medium 


13 


4.50 


Kinna 


K845 


200 


Medium 


16 


6.75 


Kinbe 


K84B 


300 


Mogul 


16 


7.60 


Kinuf 



Watts 
K851 25 (Mill Type) 

K852 50 (Mtfl Type) 



No. K851 

Out. Dia. 
Socket Inches Price Code 

Medium 10 $3.25 fcobor 

Medium 13 4.00 Kobun 



(Standard Package. 20 Shades.) 

This type of shade is adapted to factory and out-door use. 



\ 



STANDARD FLUSH RECEPTACLE PLATE 

Type No. Gangs List Code 

K826 Single $0.30 Kidug 

K827 Two .72 Kifan 

K828 Three 1.08 Kifel 






COMBINATION PLUG AND TUMBLER 
PLATE 

For Switches of 

General Elec. Co. 

List 

$0.72 

Bryant Elec. Co. 

$0.72 

Connecticut Elec. Mfg. Co. 

John J. Paulding Co. 

$0.72 Kidan 



Type 
KB10 

K821 



Code 
Kicod 

Kicuz 



STANDARD DUPLEX PLATE 
Type List Code 

K829 SO. 30 Kific 



K832 






. 



Standard colors White, Old Ivory and Gray. 
Also furnished in Pink, Blue, Brown and Green 
at 10 cents list extra per plate. 

Each plate in individual envelope with nickel 
plated screws. 

Standard package consists of 25 gangs or 
over and may be assorted in different types 
and sizes to make required number of gangs. 

If switch plates ?.re ordered in less than 
standard packages an additional charge is made 
of 20%. 



STANDARD COMBINATION PLUG AND 
PUSH BUTTON PLATE 

Type List Code 

K830 SO. 72 Kifob 



COMBINATION PLUG AND TUMBLER 
SWITCH PLATE 

For Switches of 
Arrow Elec. Co. 
Hart Elec. Co. ("Diamond H") 
Harvey Hubbell Co. 
Manhattan Eluc. Co. 
Type List Code 

K840 $0.72 Kitor 

Trumbull-Vanderpoel Elec. Mfg. Co. 
K841 $0.72 Kilux 

Hart & Hageman Co. 
K842 $0.72 Kindo 



Combination telegraph call plates, indicating 
Western Union and Postal, door puah p'a^ 
mop plates and other special shapes can be 
furnished in White, Pink, Blue, Brown, Gray. 
Old Ivory and Green. Prices quoted upon 
request. 





No. X847 

With Ceiling Canopy — otherwise same as K843 
Out. Dia. 
Socket Inches Price Code 

Medium 10 $3.75 Kobax 

Medium 13 4.50 Kobba 

Medium 16 6.75 Koben 

Mogul 16 8.00 Kobil 

tor pull socket on canopy types listed above, add $0.75 extra. 






Watts 


1847 


50- 75 


1848 


100 200 


1849 


200 


(860 


300 



SPECIAL QUANTITY PRICES ^ ^ ^ 

(Per Plate) (Per Plate) (Per Plate) 

$0 2S $0.65 $0."' 

25 Standard Packages— (Types may be assorted) 22 55 .83 

100 Standard Packages— (Types may be assorted) ! 

Switch Plates in other tvpes and combinations than those shown above, as well as those plates over three gangs, are special and are billed at following lists: 

Single Gang Two Gang Three Gang Over Three Gang 

Quantities List List List Ust 

1 to 10 $1-20 $2.40 $3.60 $1 20 

10 to50 95 1.90 3.00 m any quantity 

Over 50... '.'.'.'... -60 1-20 2.40 





No. K853 

Same as above except with canopy 
Out. Dia. 
~„*» Watts Socket Inches Price 

K863 25 (Mill Type) Medium 10 $3.25 

T , , K8M s ° (Mill Type) Medium 13 4.00 
h-„J e i°f Ve yP M S are \ desi S n S d for use with Mill Type lamps over looms, 
benches and for similar industrial lighting. ««"». 

For pull socket on canopy types listed above, add $0.75 extra. 



Code 
Kodel 
Kolaf 



J*2T49 10* Spot Welded Wire Guard (No. 10 Wire) $6 l 25 

7 o 1 J 6 , S ? ot Welded Wire Guard (No. 10 Wire) 8 00 

Padlocks for above, $0.75 extra. 



K8B5 
K85G 
K857 



Accessories for use with Industrolites. 

48* long drop cord and box cover (no socket) $1 25 

48 long conduit and box cover (no socket) 2 50 

Goose neck arm and canopy g 25 



Code 
Koloc 
Konel 
Konix 



Code 
Koler 
Kolin 
Kolla 




J 



<© 
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No. K8S8 1 Light 

Steel Flange 

Finish — Porcelain Enameled Outside in White, Old Ivory or Gray 

Finish — Reflector White Porcelain Enamel Inside 

Finish. — Wire Guard Spraved Aluminum 

White Diffusing Glass Globe 

Keyless Socket, Bridge and Hickey 

Patented Spring Glass Holder 

Spot Welded Wire Guard (No. 10 Wire) 

Globe 




A 



FOR ALL GLASS SHOW CASES 
No. R869 

Brass 

Height 2%*0. A. Extends 2^' O. A. 

Finish F125 (Antique Bronze) 

Angle Cap Keyless Socket — Spaced 12" on centers. 

Metal clips included for fastening reflector to glass case 

Uses standard medium base tubular lamps 

Price per foot or fraction thereof, $5.50. Code, Rufol 




( 

\ 




\ It 



No. K862 1 Light 

Porcelain Enamel Reflector above guard 

Guard Finish — (Sprayed Aluminum) 

Medium Kevless Socket 

G1735 Spot Welded Wire Guard 8%" high— 6' Wide 

Price, $5.50 Code, Kopin 







Out. Dia. 














Socket 


Inches 


Guard 


Glass 


Size 


Price 


Code 


K858 


Medium 


10 


G2076 


G2836 


10'x4' 


$10.35 


Konom 


K859 


Medium 


12 


G2078 


G2835 


12*x5' 


12.65 


Konud 


K860 


Medium 


14 


G2276 


G2834 


14*x6* 


15.85 


Kopal 


K861 


Mogul 


14 


G2276 


G2834 


14*x6* 


16.25 


Koped 



FOR WOOD FRAME SHOW CASES 
No. R870 

Brass 

Height 2%' O. A. Extends 2H* O. A. 

Finish F125 (Antique Bronze) 

Twin Keyless Sockets — Spaced 24* on centers 

Attached to frame of show case with wood screws 

Uses standard medium base tubular lamps. 

Price per 18* section or fraction thereof, $9.50 Code, Rufus 

%' Brass tube conduit $0.25 extra per foot. 



FOR CHURCHES, BANKS, SHOW 

WINDOWS, THEATRES AND 

AUDITORIUMS 

All units shown below (except R869 
and R870) are made of Steel — Copper 
plated. 

Reflectors are lined with Rippled 
Polished Bitannic Aluminum. 

Fixtures are completely wired with 
No. 14 Asbestos covered wire. Sufficient 
wire is left protruding to permit connec- 
tion to house wires or adjoining section. 

Feed wires not included. 



PORTABLE FOOT LIGHT 

No. R875 

Height 7' O. A. Extends 6" O. A. 

Finish F170 (Leather Bronze) 

Keyless Porcelain Sockets — Spaced 12* on centers 

Price per foot or fraction thefeof, $5.00 Code, Rugli 



Specify color of flange desired when ordering. 



For Prices of Wire Guards Only, see Page 96 



No. K863 1 Light 

Steel Flange and Shade 

Finish — Porcelain Enameled Outside in White, Old Ivory or Gray 

Finish — Reflector White Porcelain Enamel Inside 

Spot Welded Wire Guard 

Medium Keyless Socket, Bridge and Hickey 

Patented Spring Glass Holder 





K863 

K864 
K865 



Shade 

Out. Dia. 

Inches 

8 

9 

10 



Guard 
G2076 
G2076 
G2078 



No. 
Shade 
G975 
G976 
G977 



Size 

&'x2H' 

9*x2'4' 

10'x3H' 



Price 

$ 9.50 

10.00 

11.50 



C'n.lr 

Kopot 
Kopuz 
Koyar 





CHANCEL OR PROSCENIUM ARCH REFLECTOR 

No. R876 

Height 9* O. A. Extends 5' O. A. 

Keyless Porcelain Sockets — Spaced 12' on centers 

Metal clips provided for fastening unit 

Price per foot or fraction thereof, $5.00 Code, Rugnu 

Note — Extra sockets on same circuit, $0.30 each additional. 

Extra sockets on extra circuit, .50 each additional. 




COVE LIGHTS FOR ALMOST VERTICAL ILLUMINATION 
No. R871 

Height 6 3 A' O. A. Extends 4^'Q. A. 
Twin Keyless Porcelain Sockets — Spaced 24* on centers 

Metal clips included for fastening unit 
Price per foot or fraction thereof. $4.80 Code, Ruga 





COVE LIGHT FOR 45° ANGLE ILLUMINATION 

No. R872 

Height 6%' O. A. Extends A%' O. A. 

Twin Keyless Porcelain Sockets— Spaced 24' on centers. 

Metal clips provided for fastening unit 

Price per foot or fraction thereof, $4.70 Code, Rugby 





No. R866 1 Light 

Porcelain Enameled Box Cover 

Reinforced Drop Cord 48' long 

G1704 Wire Guard 

Porcelain Key Socket , 

Price, $3.00 Code, Rufca 



No. R867 1 Light 

Brass 

Length 48* 

Finish F22 (Brush Brass) 

G2822 t>\i'x2\i' Opal Glass Shade 

Keyless Socket and Joint 

Price. $4.80 Code, Rufko 



No. R868 1 Light 

Porcelain Enameled Box Cover 

Reinforced Drop Cord 48' long 

Porcelain Key Socket 

Price, $1.75 Code. Rufni 



) 



DISPLAY WINDOW AND BULLETIN BOARD LIGHT 

No. R873 

Height SH' O. A. Extends S%' O, A. 

Finish F170 (Leather Bronze) 

Diffusing Glass Plate 

Twin Keyless Porcelain Sockets — spaced 24* on centers 

Fastened with wood screws 

Price per foot or fraction thereof, $7.50 Code, Rugen 

No. R874 

Same as above, but without Diffusing Glass Plate 
Price per foot or fraction thereof, $5.00 Code, Ruggy 



STAGE BORDER LIGHT 

No. R877 

Height 6H' Extends 6%' O. A. 

Keyless Porcelain Sockets — Spaced 12* on centers 

Clips and Jack chain included 

Pipe support not furnished 

Price per foot or fraction thereof, $6.00 Code, Rugof 

-Extra sockets on same circuit, $0.30 each additional. 

Extra sockets on extra circuit , .50 each additional. 



Note — A more complete description of the various types of Concealites is 
contained in a pamphlet which will be furnished upon request. 
Units quoted above are on straight sections up to 8 feet. 
Mitered Joints will be quoted upon application. 



® 



fRifflMiiSiW NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST.LOUIS ^ 



LIGHTING EQUIPMENT |g 
ST.LOUIS, U.S.A. . 



PORCH LANTERN 

For Combination Mail Box, Illuminated House 

Number and Thermometer 




ADJUSTABLE METAL REFLECTOR 

For Bowling Alleys, Show Windows, etc. 
No. R879 1 Light 

Metal , „. 

Height HH' O. . A Width of back 9 

Extends VA O. A. 

Finish— Painted Black 

For 100-200 Watt Lamp 

Rippled Aluminum Reflector 

Medium Porcelain Keyless Socket 

Price. $9.00 Code, Rugum 







NO PACKAGE CHARGES. PRICES ARE EO.B.CARS ST.LOUIS 



■ IV1ACIC-LITE 

I MAZE-LITE 

JNDUSTROLITE 



No. R878 1 Light 

Height 11' O. A. Width 6 ?P a A. Extends 4 Ji' O. A. 

Finish F374 (Oiled Antique Bronze) 

R. I. Double Strength Glass Panel 

Metal screen separates bulb from letter compartment 

Porcelain Enameled Thermometer 534 high 

Registers 40° below zero to 1 20° above 

Blauk space in lower portion of glass panel for house 

number 

Medium Keyless Socket and Joint 

Price, $12.50 Code, Rugro 





H AY WA Y 



I 



DAYWAY BOULEVARD LANTERN 

The most efficient and economical Street Lighting Unit. 
Combines beauty of design with rugged strength. 
High efficiency and low absorption of light. 
Wonderful asymmetric diffusion. 
Low initial cost with practically little expense for upkeep. 

The amazingly short time in which this unit can be cleaned and relampcd 
effects a decided saving in the cost of maintenance. *,i„i„ m . b h 

D ^YWAY BOULEVARD LANTERN consists of a one-piece triple cased 
paneled glass that diffuses the maximum amount of light without glare. It is 
also furnished with top and one panel (towards building line) coated with 
permanent white enamel fired on at high temperature. This aids in getting the 
greatest asymmetric diffusion and prevents light shining too brightly on the 
houses in front of which the DAYWAY LANTERN is placed. 

For street intersections the top can be furnished with green fired on enamel 
or with similar top in red to designate location of fire alarm box. 

A white glazed porcelain enameled reflector inside the unit refracts rays 
downward. The single 500 C. P. bulb fits into a highly polished aluminum 
cone which also aids proper diffusion of the light. lja^jjj, ™„ 

Glass Globe is held firmly in place by a patented split ring holder which pre- 
vents rattling or breaking. A single large brass set screw tightens or releases 
the globe in a few seconds. , , . 

Loosening one large set screw allows entire top of lantern to be swung up- 
ward and backward at a 35° angle where it is securely held by the eccentric arm. 

Cleaning may be done in a few minutes without removing the lantern 
globe or bulb. No tools are required for c '^n» n .8 °r ^' a J"P{ n K pri . A m TRRN 

Being made of one piece of glass the DAYWAY BOULEVARD LANTERN 
has no metal projections to gather dirt and impede cleaning. 

DAYWAY is practically dust and bug-proof. 

All metal parts (except set screws) are of cast aluminum so there is no 
possibility of rusting. 

No. R880 

G190 16*xl9li*xl0 ¥ Triple Cased Glass 

Globe with collar and flat base plate. 

Eccentric arm and upper and lower inside reflectors 

Price. $50.00 Each Code, Ruldo 

6 Units or over, $46.00 Each 

25 Units or over, $44.00 Each • 



No. R881 

Unit with extended cuirass base (as illustrated) 
To fit over top of post 
Price, $68.00 Code, Ruler 
6 Units or over, $63.00 Each 
25 Units or Over, $60.00 Each 
If cast iron or cast aluminum cuirass is desired to enclose globe, add 35% 
additional to above prices. 

Prices quoted are F. O. B. our factory. 




No. R882 1 Light 

Cast Iron 

Height 22}^' O. A. Extends 13' O. A. 

Wall Plate SH'xl 13^' 

Finish — Painted Black 

G1050 10'x5' C. R. I. Ball 

Weatherproof Socket 

Price. $15.45 Code. Rulif 



No. BSSi 1 Light 

Cast Iron 

Height 12M' O. A. Width V O. A. 

Extends 4%' 

Finish — Painted Black 

Amber Art Glass Panels 

Weatherproof Socket 

Price. $9.00 Code, Rumag 





No. R885 1 Light 

Cast Iron 

Length 24* O A. Extends 20^' O. A. 

Wall Plate 7M'xl5' 

Finish — Painted Black 

G1050 12'x6' C. R. I. Ball 

Weatherproof Socket 

Price. $72.70 Code, Rumby 




No. R883 1 Light 

, Cast Iron 

gh w 4 n'S- A - Extends 20' 

Wall Plate 7%'xlS' 

Finish— Painted Black 

Moss Cathedral Glass Panels 

Weatherproof Socket 
Price. $115.75 Code. Rulox 



No. R88G 1 Light 

Cast Iron 

Extends &X' O. A. Wall Plate 4'x8#' 

Finish — Painted Black 

G1050 8'x4' C. R. I. Ball 

Weatherproof Socket 
Price, $4.00 Code. Rumen 



4 NO PACKAGE CHARGES. PRICES ARE F.O.B.CARS ST.LOUIS U 



BRflSCOLITE 



, r •• f 

, I llT. 

"'V/v 



Wire Guards and Supporting Rings to Fit Over 
Standard Brascolites 



K887 
K888 
K889 
K890 



For Use with 

Brascolite 

Size-Watts 

40- 75 

100-200 

200-300 

400-500 



Out. Dia. 
Over All 
Inches 
13 

21 

25 



COMPARATIVE EFFICIENCY 

Results of photometric tests of various types of standard units for providing diffused 
illumination with the use of standard electric lamps 



Price 

S 6.25 

9.40 

12.50 

18.75 



Code 
Kozol 
Kuban 
Kuder 
Kufam 




CHAIN HANGERS 

All standard ceiling type Brascolites may be converted to three- 
chain suspension types by the addition of standard chain hangers. 
These hangers are packed in unit cartons, including all necessary parts 
for installation, and are furnished in plated finish to match the fixtures 
for which they are intended. The construction is in accordance with 
underwriters' ruling, and when used with Brascolite fixtures provides a 
complete approved appliance. 

When fixtures using chain hangers are ordered in lengths exceeding 
4 feet, the extra lengthening will be made with single chain, as illus- 
trated by sketch above. 




Light emitted from fixture 
below the horizontal line is 



PRICES OF GLASSWARE SHOWN IN THIS CATALOG 



No. 
Glass 
G-101... 
G-110... 

a-ni... 

G-112... 

G-113... 

G-144... 

G-190 

G-190... 

G-196... 

G-223... 

G-223... 

G-223... 

G-223... 

G-223... 

G-235. . . 

G-236... 

G-299... 

G-36B... 

G-3B6... 

G-357,.. 

G-391... 

G-406, . . 

G-4B7... 

G-B53... 

G-SB4... 

G-B66... 

G-B66... 

G-657... 

G-566... 

G-594... 

G-627, . . 

G-628. . . 

G-629... 

G-632... 

G-633... 

G-634... 

G-655... 

G-666... 

G-686... 

G-700. . . 

G-700. . 

G-700. . 

G-700. . . 

G-729. . . 

G-730. . . 

G-731... 

G-763... 

G-764... 

G-765... 

G-766... 

=G-768... 

G-769... 

G-770. . . 

G-772. . . 

G-774. . . 

G-8B6... 

G-946. . . 

G-1050.. 

G-1050.. 

G-1050.. 

G-1050.. 

G-1050. 

G-1050.. 

G-1050. . 

G-10B0.. 

G-1060. 

G-1122. 

G-1126.. 

G-1128.. 

G-1129.. 

G-1130.. 

G-1131.. 

G-1172.. 

G-1173.. 

G-1174. . 

G-1175.. 



Size Style of Bowl 

6"x8" Radiant 

T Magnolia Etched.. . 

9' ". 

11 >-£* " 

16' " 

9*xl0' Radiant 

16'xl9^*xl0' Triple Cased 

16'xl9^'xl0* " " 

6K" Opal 

6' Radiant 

8" " 

10' " 

12' " 

14' " 

9' Clear and Enameled 

8' 

7*x3H* Ruby 

6*x2i<£' Opal 

Tx2H' " 

8'x2K' '■ " 

20* Magnolia Etched . . 

8*x43/16' Ruby 

9% *xl0^*.... Radiant 

6'x3M" R. O. Marbo 

8*x4' " " 

I0*x5' " " 

12'x6'... " " 

14*x9' " " 

4J/i*xl2" Magnolia 

6'x3M' Ruby 

9" Radiant 

UH' " 

16' " 

1 \¥i" Magnolia Etched . . 

16'. " 

20" " 

7'x8'x5' C. R. I 

4!£'x6'x3K" " 

9' Magnolia Etched . . 

4'x6* C. R. I 

5'x7' " 

6'x8\ . . 
10'xl3'. 
Il*x6*. 
14'x7*.. 

20*xl0" " " 

14* TranslucentTuscan 

11' 



■ Clear Cyl 

. Adam Etched 



Wa* 

7'x2M* Adam Etched . 

10'x3J4" " 

13)4' Radiant 



6»4* " 

12*xl3'r " 

I4*xl6' " 

6'x3»r C. R. I 

8*x4* ■' 

9*x4' " 

10*x5* " 

10*x6* " 

12"x6* " 

14*x6* " 

14*x7* " 

13* White Translucent. 

6' Opal 

.6* Adam Etched 

8*x4* " " 

I0"x5* " " 

I2'x6* " " 

,14*x9* " " 

X'x4* " " 

,10*x5* " " 

12*x6* " " 

14*x9" " ■' 



Price 

S 4,20 

8.00 

11.00 

12.50 

22.50 

5.95 

30,00 

28.00 

1.00 

2.50 

3.10 

4.15 

5.85 

6.30 

5.80 

4.95 

3.40 

.80 

.95 

1.25 

60.00 

3.40 

6.60 

2.65 

3.75 

5.35 

9.50 

14.40 

4.30 

2.75 

7.25 

10.40 

17.60 

12.50 

22.50 

60.00 

4.00 

1.25 

11.00 

2.60 

2.90 

4.20 

23.15 

16.00 

25.20 

61.50 

11.00 

6.60 

3.70 

2.00 

9.00 

12.00 

8.15 

6.30 

4.40 

9.05 

15.58 

.65 

1.30 

3.15 

4.15 

4.15 

5.60 

8.00 

8.00 

2,50 

2.00 

4.00 

9.25 

13.95 

15.55 

26.00 

9.25 

13.75 

14.85 

26.00 



Remarks 



Enameled Panel and Top 
Not Enameled 



2 l A' Letters, 2 Holes 



3' Letters, 2 Holes 



W Hole 
M' Hole 
U ' Hole 



PRICE OF WIRE GUARDS SHOWN IN THIS CATALOG 

No. Size P" c e 

G-1704 For 100 Watt Lamp SI. 25 

G-1735 6'x8?i* 4.00 

G-1797 13'x9" 6-25 

G-1798 17!rxl0J$" 9.40 

G-1799 21"xl2'i" 12.50 

G-1800 25*xI6" 1S.75 

G-2076 13*xl0* $- 7 * 

G-2078 13*xl4* 6-50 

G-2276 16*xl6' 8.25 

G-2749 10*x2" • • 6-25 

G-2750 UVx2M" 700 

G-2751 16*x2H" ■ 800 



No. 










Glass 


Size 


Style of Bowl 


Price 


Remarks 


G-1223.. 


.8' 


.Adam Etched 


$ 9.50 


3 Hole Rim. H' Hole Center 


G-1224.. 


.10' 


.Adam 


12.25 


(3) K' Hole Rim, 5^' Hole Center 


G-1226.. 


.12' 


" 


14.50 


(3) \i' Hole Rim,^' Hole Center 


G-1226.. 


.14' 


" 


23.75 


(3) 34' Hole Rim, ^6' Hole Center 


G-1334.. 


.7*x4*. 


" 


10,45 


%' Hole 


G-1367.. 


.9* 


. White Translucent . 


2.55 




G-1368.. 


.11H* 


ii ii 


5.10 




G-1382.. 


-6'x2>i' 


.Opal 


1.00 




G-1474. . 


.13$*' 


.Roughed Glass 


4.00 




G-1530.. 


.8*x4* 


• Ruby -.- 


2.30 


3* Letters 


G-1B32. 


.10*x8' 


" 


4.15 


6' Letters 


G-1B33. 


.6'x3H" 


M 


2.75 




G-1628. 


.18' 


.Calcite 


46.00 


%' Hole 


G-1631. 


.17' 


" 


29.00 


y B ' Hole 


G-1715. 


.12'...-. 


.Radiant 


5.35 




G-1761. 


.8' 


" 


2.75 


Lip 


G-1752. 


.10' 


" 


4.35 


Lip 


G-1753. 


.12' 


■ 


5.35 


Lip 


G-1764. 


.14' 


" 


5.80 


Lip 


G-2055. 


.4'xl0H' 


. R. O. Magnolia 


3.35 




G-2103. 


.13' 


.Adam. 


19.00 


2' Hole 


G-2141. 


.7*x4* 


.Opal 


1.45 




G-2142. 


,9'x5* 


« 


2.70 
4.55 
6.10 




G-2143. 


Il*x6* 

.14'x6* 


« 




G-2144. 


« 




G-2145. 


.12*x5' 


" 


4.65 




G-2146. 


.10*x4* 


" 


2.95 




G-2219. 


.14*xl4* 


. Radiant 


16.65 




G-2220. 


,18*xl8* 


" 


41.85 




G-2238. 


.8' 


. Blue Medallion 
Adam Etched . . , 


13.00 








%• Hole 


G-2240. 


.12* 


. Blue Medallion 




, 






Adam Etched . . . 


18.00 


%' Hole 


G-2241. 


.14' 


. Blue Medallion 










Adam Etched . . . 


26.25 


1' Hole 


G-2269. 


.6'x3H' 


.Adam 


7.50 




G-2275. 


■ 6H m 


.Ivory and Poly.. . . 


2.05 




G-2305. 


.5*x7' 


.Antique Amber 


3.25 




G-2311. 


9*xl2' 


a ,4 


10.90 




G-2405. 


.18' 


. Adam Etched 


49.50 


3' Hole 


G-2434. 


Il'x6'x^'.. 


" " 


19.00 




G-2435. 


.14*x7'x^'.. 


a u 


27.75 




G-2436. 


.20*xl0*x^'. 


" " 


66.55 




G-2534. 


• 7'x2K* 


" " .... 


9.00 




G-2B63. 


10"x4* 


.Celestialite 


9.15 




G-2B65. 


.14*x6* 


" 


17.20 




G-2B66. 


16*x6* 


" 


26.85 




G-2B67. 


18*x6* 


" 


41.40 




G-2568. 


.12"x4" 


" 


13.10 




G-2671. 


,10*x4* 


. Polycase 


4.45 




G-2B73. 


.14*x6* 


' » 


7.65 
12.50 




G-2574. 


.16*x6* 




G-2575. 


.18*x6' 


" 


17.75 




G-2576. 


.12*x4* 


" 


5.80 




G-2605. 


.8* 


.Adam Etched 


10.75 


2%' Hole 


G-2607. 


.12* 


" " 


16.50 


%" Hole 


G-2611. 


.10* 


" " 


14.00 


3J4' Rim, \'%' Center 


G-2612. 


.12' 


« .i 


17.85 


W\' Rim, \W Center 


G-2614. 


.16' 


" " 


25.50 


334' Rim. \¥% Center 


G-2621. 


10*xl0'x5*.. 


.Celestialite 


9.45 




G-2622. 


13"xl3!i2'x6' 


" ■ 


15.40 




G-2623. 


.16'xl6'x8'.. 


" 


32.30 




G-2621. 


10*xl0*x5*.. 


. Polycase 


5.15 




G-2625, 


13'xl3^'x6' 




9.10 




G-2626. 


I6*xl6*x8*... 




18.35 




G-2689. 


.6K'x2W... 


. Adam 


3.20 




G-2693. 


-8*x2^' 


" 


6.50 




G-276B 


10*x3M' 


" 


12.00 




G-2822. 


.6*x2)^* 


.Opal 


.80 




G-2829. 


.9' 


. White Translucent 


2.05 




G-2830. 


.12' 


H u 


4.10 




G-2834. 


,14'x6 r .... .. 


. Opal 


4.90 




G-2836. 


.12'x5' 


" 


3.75 




G-2836. 


,10'x4* 


" 


2.40 




G-2838. 


.7' 


.Radiant 


3.35 


(3) M" Hole Rim, (1)^* Center 


G-2839. 


.9* 




5.80 


(3) M' Hole Rim, (1)%' Center 


G-2843. 


.13' 


. White Translucent 


2.00 




G-2849. 


13*xt2* 


.Monax 


7.50 







TOTAL OUTPUT 

83% 



BRASCOLITE 





Light emitted from fixture 
below the horizontal line is 





ENCLOSED GLOBE 




TOTAL OUTPUT 

81% 



Light emitted from fixture 
below the horizontal line is 




CLEAR ENAMELED ENCLOSED 
GLOBE 



PRICE OF PARCHMENT AND SILK SHADES SHOWN IN 
THIS CATALOG 



No. 
P-100 
P-108 
P-169 
P-222 
P-409 
P-444 
P-445 
P-454 
G-1625 



Material P" ce 

Parchment Shade S, o?o 

12' " " Y'^\. ..................... ■■■■■■■•■■ 12 !30 

Sconce Silk Covered 8 - 20 

Shade ■•• 310 

" '■ 12.30 

\\\\.\.. 11.30 

22' " Silk Covered'.'.". '.'.'.'. 24.60. 

15' Silk Shade .:.... 22.50 




TOTAL INDIRECT 
(Porcelain Enameled Inside) 



TOTAL OUTPUT 

71% 



Light emitted from fixture 
below the horizontal line is 



NONE 



(Ceiling and walls specially 
decorated for indirect illumi- 
nation seldom redirect over 
40%) 

TOTAL OUTPUT 
82% upward 





r^g^g^ 



= ^^g^^g^ ^ 4g 



QUTH PRODUCTS 
QIRDLE THE GLOBE 





MAGIC-LITE 




THE 
DECORATIVE UNIT 



BRflSCOLITE 

OVER A MILLION IN USE 



THE BRILLIANT UNIT 







MAZE- LITE 

THE DAINTY LIGHT 



INDUSTROLITE 

THE WORK LIGHT 



AGLITE 

THE 
WHITE LIGHT 



~ A UNIT FOR EVERY LIGHTING NEED- 

LARGEST MANUFACTURERS OF LIGHTING EQUIPMENT 
OFFICES IN ALL PRINCIPAL CITIFS OFTHE WORLD 



XM 



